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Ourselves and the Emergency. The Strike and its Results. 


In consequence of the General Strike, which lasted from Tue passing of the great General Strike, which had 
midnight on May 3rd until midnight on May 12th, the been held up before the eyes of the British public as a 
weekly trade and technical papers, in common with menace from time to time, was hailed with relief not 
practically all other publications, were prevented from only by the nation but by the whole civilised world. Its 
making their appearance. The E.ecrricar, Review for prospective terrors proved, when put to the test, to exist 
May 7th had been passed for press, and in that form it only in imagination, and its ignominious failure to 
was obliged to remain until the Strike was called off achieve its objects has for ever laid the spectre which 
and subsequent negotiations between the Newspaper haunted the thoughts of our statesmen. It failed simply 
Proprietors, the Master Printers, and the various unions because the great majority of the British people declined 

which extended over nearly four days—were con to accept the dictation of a minority, and quietly but 
cluded. with unshakeable resolution determined to ‘‘ carry on.”’ 

Immediately it was known that the issue of May 7th Perhaps the most noteworthy features of the struggle 
would be delayed, arrangements were made for the pre- were the orderly manner in which it was conducted by 
aration of a special Electrical News Summary of four both sides, and the short duration of the conflict ; it was 
pages to be issued weekly so long as the emergency brought to an end before any section of the community 
: had incurred serious suffering and before temper had 
been aroused—hence it leaves little bitterness behind. 

Unfortunately, it cannot be denied that the trade and 
industry of the country have been severely dislocated, 
ind a second was dispatched on May 14th. It was. of and the ill-effects of the strike will be felt for many 
course, impossible for us similarly to meet the require- months to come; the rising tide of returning prosperity 


ould last. Accordingly one such Summary was circu- 
ited by letter post to regular subscribers, advertisers, 
ind others whose addresses were on our lists, on May 7th, 


nents of regular readers who purchase their copies has been stayed for a time, but we hope and believe that 
through newsagents. the magnificent demonstration of British stability and 
sanity which has been afforded by the recent events will 
secure and enhance the confidence of foreign customers. 
The prestige of Great Britain never stood higher than 
it does to-day. Despite the loss and inconvenience to 
which we have all been put, we think the nation will feel 
issue of the Erectrican Review will make its appear- that it was a good thing fo ‘‘ get it over’’ and to be 
ance at the usual time on Friday, May 28th. don2 with the general-strike bogey once for all. 


(765) 


In the present supplementary issue, dated May 14th 
and 2Ist, we have endeavoured to cover the principal 
electrical news that has reached us up to the time of 
dispatch, and we wish to announce that the full normal 
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Parliamentary News. 
{By Our Special Parliamentary Reporter.) 


The Electricity (Supply) bill—Owing to the crisis 
the consideration in committee of this Bill was postponed. 
On May 4th the Hous» of Commons in Committee con- 
sidered the following Yresolution :—‘‘ That it is expedient to 
charge on the Consolidated Fund any sums required by the 
Treasury for fulfilling any guarantees or payment of interest cr 
principal on any loans raised under any Act of the present Ses- 
sion to amend the law with respect to the supply of electricity 
which may be given by the Treasury under the Act.” 

Several Unionist members criticised the resolution, and 
Major KINDERSLEY objected to the Committee’s being asked to 
pass a guarantee for £33,500,000. He moved to limit that 
resolution to a sum not exceeding £10,000. 

Mr. Raprorp thought the guarantee unnecessary, and con- 
tended that a well-drawn up prospectus, pointing out that the 
Electricity Board would have a potential monopoly of elec- 
tricity, would raise the money required at 5} or 6 per cent., 
without any Government guarantee. 

Mr. G. BaLrour was convinced that if the Bill emerged from 
the Committee in its present form the only result of the reso- 
lution would be to raise the price of the money which from 
this time forward had to be employed in the private develop- 
ment of electricity. 

Sir D. Hoae, the Attorney-General, said that it was not 
correct to say that when the Board required £33,500,000 it 
would be in a position to raise the money on commercial terms 
on the Stock Exchange. The Board was by its constitution 

recluded from making any profit, and when it raised money 
or building its main transmission lines it would have no 
assets in its possession. There was no question of a monopoly 
as a money-making concern, but merely a question of a Board 
formed to discharge a great public function. It was an essen- 
tial part of the scheme that this guarantee should be given. 
The Committee by the resolution was only authorising the 
discussion of the corresponding clause of the Bill when it was 
reached by the Standing Committee. 

The amendment was rejected and the resolution agreed to. 

‘The consideration of the Bill in Standing Committee C was 
resumed on Tuesday, May 18th. 


Imperial Radio-Telephony.—On May 4th, Lord Wotmer, 
the Assistant Postmaster-General, informed Sir H. Brittain 
that he had seen a statement that there were stations 
in Australia capable of radio-telephonic communication with 
this country, and he had asked the Australian authorities for 
particulars, stating that, if suitable stations were available, 
the British Post Office would welcome the opportunity of con- 
ducting experiments in radio-telephony between Great Britain 
and Australia 


Breadcasting.—On May 4th, Lord Wotmer informed 
Lt.-Commander Kenworthy that the Government had decided 
to accept in genezal the recommendations of the Broadcasting 
Committee as to the constitution of a new authority to control 
the broadcasting services, and was now considering the method 
to be adopted to give effect to them. 


Electrical Artificers—On May 6th, Mr. BripGeman, in 
reply to questions by Mr. Hore-Belisha, said that over 30 chief 
and other electrical artificers were at present fully qualified for 
promotion to warvant electrician and on the roster for pro- 
motion. Promotion to the rank was being made as vacancies 
occurred, but as the number on the roster was amply sufficient 
to cover any vacancies which were likely to occur in the near 
future, it had been thought desirable, as a temporary measure, 
to suspend the examination for promotion until the number on 
; the roster was reduced. 








Legal. 


Fuller’s United Electric Works, Ltd. 


In the Companies Winding Up Court on May Ilth, Mr. 
Justice Romer ordered an adjournment of the petition of Mr. 
R. H. Symonds, of Albany Buildings, Victoria Street, S.W., 
for the compulsory liqhidation of this company to allow nego- 
tiations to proceed for the drafting of a scheme which Mr. 
Whinney, for the company, said would enable the company to 
restart business. It was hoped to make arrangements with 
the debenture holders. Under the scheme further capital 
would be needed and there was no doubt that that would be 
obtained. , 

His Lorpsuip said it sounded as if the scheme might be 
worth considering. 


Theft of Valves. 


At the West London Police Court, on May 7th, before Mr. 
Ratcliffe Cousins, Ernest Sydney Hunt (35), machine operator, 
of Richmond, appeared on remand charged with stealing eight 
valves, valued at £5, belonging to his employers, the M.O 
Valve Co., Ltd., Osram Works, Hammersmith. He was 
arrested a week previously, and 30 other valves were found 
in his house. The defendant was sentenced to one month's 
ee with hard labour.—Richmond and Twickenham 
imes 





Magneta Time Co., Ltd., v. Stonebridge Electrical Co., Lt.. 


In the Chancery Division, before Mr. Justice Russell, 
May 7th, Mr. Bray, for the defendants in this action, sa.4 
that he had a motion for rectification of the register, and t 
question was how it should be heard. .The Stonebridge ( 
were the distributors in this country of electric clocks mad 
by a firm at Zurich. They had not been selling these cloc! 
as ‘‘ Magneta,”’ except that in one of their catalogues was 
photograph of one of the Swiss clocks, on which, if one looke 
through a magnifying glass, the word ‘‘ Magneta”’ could | 
read. Plaintiffs had commenced an action for infringem« 
in respect of that and for trade libel. The defendants we: 
now applying to meet that by rectification of register. ‘‘ Ma 
neta ’’ was registered in 1908 by plaintiffs’ predecessors, and 
renewed in 1922, when the original company had been di 
solved for five years, the application for renewal being appa 
ently by the agent of the plaintiffs. Invalidity of the renew 
would be urged. 

Sir Duncan Kerty, K.C., explained, for plaintiffs, that the 


agent did not know of the assignment of the trade mark to ° 


the plaintiffs at the time, and omitted to register. A change 
of address had to be made. The goodwill was sold to plainti(’s 
and the trade mark assigned to a Mr. X, and then by Mr. X 
to the plaintiff company. That had been registered, and }« 
(Sir Duncan) was to apply to the Controller of Patents | 
renew the mark to the plaintiffs, as he had power to d 
and that renewal would no doubt be made retrospective. 

Subject to Sir Duncan doing that without delay Mr. Justic 
Rvussett said he would give him the opportunity of doing 
it and of giving notice to the other side for the second 
motion day of next sittings. 


Sequel to False Pretences Charge. 


At Old Street, on May 5th, Anatole Ivan Zaitzeff, merchant, 
Victoria, 8.W., was charged on remand “ that you, a perso) 
against whom a bill of indictment was found by the grand 
jury at the Central Criminal Court on September 8th for 
having conspired with other persons to defraud such person: 
as should be induced to part with goods to N. A. Ludwin 
and Co. and Importex, Ltd., by false representations, di: 
fail to appear or plead to the said indictment.’’ Mr. Clark 
Hall made a committal to the Central Criminal Court, and 
—— appeared before Judge Atherley Jones, K.C., on Mon 
day last. 


Lissen, Ltd., v. Pullen. 


Ix the Chancery Division, on May 7th, by consent Mr. Justi 
Russell granted an injunction to Lissen, Ltd., restraining M: 
Pullen, Fulham, from infringing its trade mark “‘ Lissenstat 
in connection with wireless goods. The defendant had agreed 
to — to a perpetual injunction and to deliver up infringing 
voods. 





Reflex Radio Co., Ltd. 


Mr. Justice Romer, in the Companies’ Winding Up Court, on 
May llth, made an order for the compulsory liquidation of this 
company on the petition of Watson Jones, Ltd., of 235a, Black- 
friars Road, S.E., wireless and electrical engineers, creditors 
for £191 for goods supplied. There was no opposition. 








Business Notes. 


Commercial and Industrial Developments, Business Changes, Trade 
Opportunities, New Publicity Literature, Liquidations and Failures. 


Sports.—We are informed that Messrs. Wm. Geipel’s 
Sports Club Association Football XI had a highly successful 
season, finishing up champions of the Premier Division 0! 
the Harrow and District Football League. 


German Cable Works Development.—It is proposed to 
establish a community of interests between the oom Works 
Company of Duren-Birkesdorf and the firm of Karl Heinz 
and Company of Rodenkirchen. Both works produce simila: 
articles and complement each other in their equipment, whil: 
at the same time the Rodenkirchen company has recent; 
brought into operation a modern factory for the manufacture 
of lead-covered cables. 


For Sale.—Southampton Corporation Electricity Work: 
has for dis 1 one Cole, Marchent & Morley triple-expansion 
engine with surface eondenser, pumps, &c., direct coupled t: 
a 1,000-kW Dick, Kerr d.c. generator. Mr. H. J. Shaw wi! 
sell by auction, on June Ist and following day, at the West- 
moreland Petrol Station and Garage, Norwood Road, Herne 
Hill, S.E., 150 1-kW electric rotary converters, 25 electric 
motors and dynamos, a quantity of electric lamps, 1,000 inert 
cells, wireless sets, &c. (See our advertisement pages to-day 


Low-Temperature Carbonisation Developments. — 7) 
Times reports that a scheme for the reorganisation of Low Tem- 
perature Carbonisation, Ltd., and Gas and Fuel Plants, Ltd. 
and amalgamation with the Barnsley Smokeless Fuel Company 
has been approved by shareholders and creditors. Under the 
scheme £150,000 fresh capital is provided by the issue of that 
amount of 8 per cent. prior lien debenture stock. 
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Electrical Work for New Buildings : Architect or Building 
Contractor ?—Writing under the title ‘‘ Are We Barking Up 
the Wrong Tree?” Electrical Merchandising says :—** For 
some time the electrical industry has been concerned with 
estiblishing a working connection with the architect, on the 
theory that through this avenue approach can be made to 
the better class of homes. Now comes an analysis of the 
record of buildings erected in one western community, which 
su_gests that the architect has perhaps been given too promi- 
nent a place in the picture and that time may more profitably 
be spent in educating the man who is handling the far greater 
part of the home construction in the average city—namely, 
the contractor and builder. On a single day, the city of 
Oakland, California, issued permits for the building of 105 
homes. Of these, but two passed through the hands of 
architects. Berkeley allowed 29 homes to be erected, of 
which five had architects. Alameda issued five permits, with 
but one architect involved. This was a typical day and 
typical not of this community alone, but of conditions in 
al! parts of the country. The buildings handled by general 
contractors through their own organisations without outside 
counsel is enormous. Only in a few sections of the country 
is the electrical industry doing anything constructive toward 
reaching this important group.” 


Fuller’s United Electric Works, Ltd.—On April 29th, Sir 
John Mann, 8, Frederick’s Place, Old Jewry, E.C.2, was 
appointed as receiver and manager of this company at the 
instance of the holders of the prior lien debenture. That 
appointment was subsequently confirmed by the Court, who 
also constituted him receiver and manager on behalf of the 
holders of first mortgage debenture stock. In a circular to 
the unsecured creditors Sir John Mann states that the business 
is now being carried on under his control. The board recently 
conferred with some of the principal unsecured creditors, who 
have appointed a committee of six of their number, who are 
inquirmg into the position, and it is understood that they 
hope to make proposals for continuing the business. Mean- 
while steps are being taken to conserve the position in the 
interests of all concerned. With this object one of the un- 
secured creditors, who is a member of the Committee, has 
filed a petition for the liquidation of the company, but by 
arrangement with the Committee and with Sir John Mann 
this petition is being held over. 


Electrical Exhibition.—Doustin.—The Dublin Municipal 
Electricity Department recently held an exhibition of electric 
~ooking and domestic appliances in the Mansion House, and it 
proved highly popular and successful. Demonstrations of 
the uses of electricity to the housekeeper proved to be of 
great interest. 

Trade Announcements.—TuHe Isca ELECTRICAL ENGINEERING 
Company has opened new showrooms at 177, Sidwell Street, 
Exeter. 

Messrs. Puamirs Lamps, Lip., have opened a new branch 
and distributing centre at 34, Marsh Street, Bristol (Tele- 
phone: Bristol 2746), where they will carry larger stocks of 
all their products to meet the West of England demand. 

Mr. Watter BuenKcarn has been appointed North of Eng- 
land representative of Electrical Utilities, Ltd. 


Catalogues and Lists.—Messrs. Fercuson, Paitin, Lap., 
Higher Openshaw, Manchester.—A series of illustrated pam- 
phlets dealing with 11,000-V and 88,000-V oil-immersed circuit- 
breakers, rocking-type isolating switches, metal-clad switch- 
gear, and cubicle gear. 

Tae Ever-Reapy Co. (Great Britatn), Lrp., Hercules Place, 
Holloway, N.7.—A pamphlet advertising the “‘ Super 1” h.p. 
battery for radio work. 

Messrs. MickeLwricHt, Lrp., Alperton, Wembley.—12-page 
illustrated booklet and price list of resistances, dimmers, bat- 
tery charging boards, &c. 

Mr. J. H. Heatuman, Parson’s Green, Fulham, 8.W.6.— 
Illustrated and priced leaflets advertising ladders of various 
atterns. 
¥ THe Jackson Exectric Stove Co., Lrp., 143, Sloane Street, 
S.W.1.—May blotter advertising the company’s new open-type 
boiling plate 

Tae Grecson Manvracturinc Co., Lap., 31, Tenby Street, 
Birmingham.—An illustrated catalogue of wood fittings for 
electric lighting, with a price list. 

Messrs. Nasp & Huw, Lrp., 87, New Oxford Street, Lon- 
don, W.C.1.—Fully illustrated and priced catalogue (72 pp.) 
of various electric signs, sign letters, plates, tablets, &c. 

ATELIERS DE CONSTRUCTIONS ELRCTRIQUES DE CHARLEROI.— 
May list of motors and dynamos in stock at Charleroi. 


Bankruptcy Proceedings.—A. F. Kincpom, 86, Old Town 
Street, Plymouth, late Tavistock Street, Devonport, electrical 
and wireless engineer.—The adjourned public examination of 
this debtor was to be held on April 30th, at Plymouth, but 
debtor did not appear, and the examination was adjourned 
sine die. 

ALFRED NortH and Frep Nortn, trading as A. & F. North, 
38, Bradford Road, and Market Place, both Dewsbury, wireless 
and electrical engineers—The public examination of these 
debtors was held recently at the County Court House, Dews- 
bury. The statement of affairs showed liabilities of 


£2,735, of which £2,700 was expected to rank, while the assets 
were estimated to realise £746, from which preferential claims 
of £35 had to be deducted, leaving a deficiency of £1,989. 
Debtor A. North said that they did not call their creditors 
together earlier because they were hoping to obtain more 


capital and form the concern into a limited company. Debtor 
I’. North was also questioned, and debtors were ordered to 
complete their cash and goods accounts and to prepare a trad- 
ing account and an amended deficiency account from the com- 
mencement of their business :o the date of the receiving order, 
and the examination was adjourned. 

R. H. W. Parton, electrical installation engineer, late of 858, 
Richmond Road, East Twickenham, now residing at 18, Bristol 
Road, Sheffieldé—Receiving order made May 3rd on debtor’s 
own petition. First meeting, May 2st, at the Official Re- 
ceiver's office, Figtree Lane, Sheffield. Public examination, 
June 3rd, at the County Court Hall, Sheffield. 

D. E. Davies, wireless engineer, 19, Poulton Street, Kirk- 
ham.—First meeting, May Mth, at the Official Receiver's 
offices, 11, Winckley Street, Preston. 

A. J. Reroy (Varley Radio Co.), dealers in wireless appara- 
tus, 178, Ancona Road, Plumstead, 8.E.—First and final divi- 
dend of 54d. in the £, —— May 17th, at the Official Re- 
ceiver’s office, 29, Russell Square, W.C.1. (Amended notice.) 

A.-M. Witimore, electrical and radio engineer, 45, King 
Street, Brighton.—Receiving order made May 7th, on debtor's 
own petition. 

W. H. Greens (Hampton Electric Co.), electrician, 
Newerne Street, Lydney.—Receiving order made May 4th, on 
debtor’s own petition. 


Conqeny Liquidations.—-H. E. Davis, Lap., 4, South 
Street, E.C., radio and electrical manufacturers and agents.— 
An adjourned meeting of creditors was held on May 3rd, at the 
Institute of Chartered Accountants. Mr. Baker (Wholesale 
Traders’ Association) asked if Mr. Davis was prepared to make 
any offer. Mr. Davis replied that the stock could be realised 
for about £2,006. It was not his idea to put the company into 
liquidation or to appoint a receiver, but he was forced into 
that position owing to a writ being issued which could not he 
met. He was confident that if the matter was left in the 
hands of the present liquidator to deal with, some dividend 
would be paid to the creditors. Mr. Baker asked if Mr. Davis 
was prepared to agree that one half of the amount realised 
from the asset: should go as part payment for the debentures 
and the other half towards a dividend for the unsecured 
creditors. Mr. Davis said that he could not agree to that sug- 
gestion. It wa. stated that there was an order on the file for 
compulsory liquidation and the creditors passed a resolution 
agreeing to support the winding-up petition 





T. W. Jerrerson, Lrp., Liverpool, electrical engineers, &c.— 
A meeting of creditors was held recently, when the statement 
of affairs presented showed liabilities of £4,239. The net assets 
were £4,448, leaving a surplus so far as the unsecured creditors 
were concerned of £209. Debentures (£4,776) were held by 
the bank, which had appointed a receiver. The company was 
registered in September, 1919, with a nominal capital of 
£10,000, which was subsequently increased to £50,000. There 
had been a substantial turnover, but losses had been incurred 
during recent years. It was decided to confirm the voluntary 
liquidation of the company, with a committee of six of the 
creditors. The following ere creditors — 


t 

Baxendale Bros., Ltd. ... --. 230 Macintosh & Co., Ltd. ... - 
Downes & Davies ... saa 1,695 Middlesbrough Electric Tube Co. 2 
Dodd & Oulton _... an -» 218 Price's Patent Candle Co. » 181 
Edison Swan Electric Co., Ltd. 60 Porter Bros., Ltd. : a 
Electrical Conduits, Ltd. 177 Porter, A. S.. & Co. ... oo a 
General Electric Co., Ltd. . 154 Quiggin & Co., Ltd... oo 
Henry & Paris, Ltd. ...  ... 190 Ross & Alexander ... ... - 2 
Hill, J.. & Son... st -» 26 Rowe Bros. & Co., Ltd. ... oo 
Johnson, Clapham & Morris ... 33 Simplex Conduits, Ltd. ae 
Liverpool Electric Cable Co., Stella Electric, Ltd. ° 107 
Led. ove a one «+» 5 Scottish Tube Co. ... . 0 
Mosers, Ltd. ... vai ann .. 38 Whitehouse & Sons on a & 


. C. Tortre.p, Lrp., wireless accessory dealers, Church: 
Street, Birmingham.—A meeting of creditors was held ro- 
cently, at the offices of Messrs. Poppleton & Appleby, C.A., 
26, Corporation Street, Birmingham. Mr. O. T. ppledy the 
liquidator, presented a statement of affairs which disclosed 
liabilities of £3,164, all of which was due to unsecured credi- 
tors. Mr. H. C. Tofield was a creditor for £585 in respect of 
salary, but that amount was not expected to rank. e net 
assets were stated to be £1,173, leaving a deficiency, so far 
as the unsecured creditors were concerned, of £1,991. Some 
twelve months ago the principal creditors were consulted, and 
it was then agreed that the company should continue aning 
under the supervision of two of the principal creditors, an 
that payment of the liabilities should be made by instalments. 
An instalment of 2s. 6d. in the £ was paid in March, but when 
the second instalment became due the company was unable to 
meet it. The company was registered in July, 1922, with a 
nominal capital of £2,000. The liquidator stated that the 
works had n closed, and the plant and machinery had been 
sold. A resolution was passed confirming the appointment of 
Mr. Appleby as the liyuidator. 





Warmer Wirevess Co., Lrp.—A | my for the winding up 
of this company has been presented to the High Court by Mr. 
C. D. Melhuish, shareholder and electrical instrument maker, 
« mY ad Park, N., and will be heard in London on 

a " 

Fouuter’s Unirep Execrric Works, Lap.—A petition for the 
winding up of this company has been presented to the High 
Court by Messrs. R. Armstrong & Co., 3, Cloak Lane, E.C., and 
was to be heard in Londo» on May 18th 

British Union Lamp Works, Lrp.—A meeting of creditors 
was called for May 17th, at 1, Royal Liver Building, Liverpool), 
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by the liquidator, Mr. A. L.. Glencross. (This notice is formal ; 
all creditors will be paid in full.) ; 

L. Weexes. Lrp.—First dividend of 2s. in the £, to unse- 
cured creditors, payable at the office of the liquidator, Mr. 
B. T. Crew, George Street West, Luton. 

SHenton & Co., Lrp.—A meeting of creditors is called for 
May 2th, at the offices of Messrs. Poppleton, Appleby and 
Hawkins, 4, Charterhouse Square, E.C. Particulars of claims 
to the liquidators, Messrs. E. H. Hawkins & W, B. Pearson, 
4, Charterhouse Square, E.C., by June 30th. : 

Navin & Dewi Exectric, Lap.—A meeting of creditors was 
called for May 12th at the liquidators’ offices, 5, Bold Street, 
Warrington. Particulars of claims to the liquidator, Mr. 
L. A. Voisey, by June 23rd. : 

Burwoo. (Concessionaires), Lrp.—Winding up voluntarily. 
Liquidator, Mr. G. E. McCaulis, Oxford House, 9-15, Oxford 
Street, W.1. Meeting of creditors at 50, Gresham Street, on 
May 26th. 

Dissolution of Partnership.—S. E. Myrans & Co., motor 
and wireless accessory agents, 16, Atkinson Street, Manchester. 
—Messrs. 8. E. Myrans, H. D. Mackie and E. E. Macdonald, 
have dissolved partnership. Debts will be attended to by S. E. 
Myrans & Co., Ltd., of 16, Atkinson Street, Manchester, who 
are continuing the business. 

Book Notices.—The Electrical Association for Women 
has decided to publish a quarterly paper The Electrical Age for 
Women, edited by Miss ra) Haslett, in order to keep members 
informed of the rapidly increasing activities of the Association. 
* Electrician Annual Tables of Electricity Undertakings for 
1926. London: Benn Bros., Ltd. Price 10s. net.—This, the 
thirty-ninth, edition has been further expanded, and the tables 
now contain details of over 2,000 home, Colonial, and foreign 
electricity undertakings. Among the useful information im- 
parted, in addition to details of plant and prices, are the 
addresses of showrooms where these exist. 





Lighting and Power Notes. 


Accrington.—E.ecrriciry Cuarces.—The Corporation Elec- 
tricity Committee is introducing special charges for all-elec- 
tric houses in the borough, at the following rates: A charge 
of 15 per cent. per annum on the rateable value of the dwell- 
ing, plus 4d. per kWh for all electricity used, on condition 
that no coal or other fuel be used, the arrangement to 
be continued for two years, with an extension beyond that 
period if it is so desired. The Committee has also decided 
that, in future, all electrical cookers and boilers shall be 
installed free if purchased from the Corporation. 

Australia. — Brissant. — The Industrial Australian and 
. Mining Standard states that the City Council has practically 
decided to erect its own power station, instead of taking over 
the undertaking of the Brisbane City Electric Light Co. The 
report of the chief engineer of the Tramways Department, and 
the manager of the Electricity Supply Department, proposes 
an initial installation of two 7,500-kW sets, switchgear, boilers, 
&c., at an estimated cost of £280,216, together with a trans- 
- mission line to South Brisbane and distribution mains, trans- 
formers, &c., at a cost of £182,500. A third 7,500-kW set 
would be installed in 1928, which with distribution mains in 
New Farm and Bowen Hills would cost £130,784, making a 

total expenditure to 1931 of £593,500. 

McttumBimsy Hypro-E.ectric ScHemMe.—According to the 
same journal, the supply of power from the Mullumbimby 
(N.S.W.) hydro-electric scheme was commenced recently. A 
supply is nay | eee for Mullumbimby, Byron Bay, Banga- 
low, Ballina, urwillumbah, and Burringbar. 

Bradford.—Loan.—The Electricity Committee has autho- 
rised the Town Clerk to apply for sanction to borrow a further 
£150,000 to cover estimated expenditure on mains and services 
during the next three years. The Committee has approved 
electricity extensions at a cost of £12,421. 

Bridlington.—ELecrricity ExTeNnsions.—At a recent meet- 
ing of the Town Council, the Electricity Committee introduced 
a scheme for the extension of the plant, in place of a previous 
scheme recently approved, to cost £14,000. The borough elec- 
trical engineer said he approved the new scheme and the con- 
sulting engineers had ascertained that the Electricity Com- 
missioners would sanction it. The scheme was approved. 

Cirencester.—OpposiTion TO OrbDER.—The Rural District 
Council has decided to formally object to the application of the 
West Gloucestershire Power Co., Ltd., for an Order to supply 
electricity in the Council’s area on the ground that the Coun- 
cil is not in possession of sufficient information and that no 
compulsory areas are specified in the Order. The Council has 
also intimated that it would favour a local inquiry into the 
application. 

Clayton.—Inquiry.—The Electricity Commissioners are to 
hold an inquiry on May 19th into the applications of the Urban 
District Council, the Electrical Distribution of Yorkshire, Ltd., 
and the Bradford Corporation, for Orders to supply and dis- 
tribute electricity in the district. 

Continental.—CzecHo-SLovaklA.—According to Commerce 
Reports, the Ministry of Public Works intends to construct 
a dam in the valley of the river Treblja. The reservoir formed 

by this dam will have a capacity of 3,000,000 cu. m. and it is 
estimated that 42,000 h.p. can be developed. The cost of the 
entire scheme is estimated at 180,000,000 crowns, and the ini- 
tial development (7,600 h.p.) at 48,000,000 crowns. 








Croydon, — Street Licutinc. — The Town Council has 
applied for sanction to a loan of £6,589 for the conversion of 
448 street lamps from gas to electric lighting. 


Dover.—Loan.—The Town Council has applied for sanction 
to a loan of £6,400 for the provision and laying of a cable to 
connect the electricity works with the system of the Folkestone 
Electricity Supply Co. 

Harwich.—Loan.—To meet the continued demands under 
the assisted wiring scheme, the Electricity Committee is to 
seek sanction to a further loan of £1,000. 

Hastings.—Loan SanctioneD.—The Electricity Committee 
has obtained sanction to the borrowing of £3,500 for a sui- 
station and mains on the Grove Estate. 

High Wycombe.—Srreer Licutinc.—The Town Council has 
entered into a new contract with the Wycombe (Borough) Elec- 
tric Light & Power Co., Ltd., for street lighting for a period of 
13} years, at a fixed charge of £550 per annum, plus 3d. per 
kWh for electricity consumed up to 40,000 kWh per annum 
and 2d. beyond, subject to a reduction when the charge of 
10d. per kWh made to consumers in the borough is lowered. 


Irish Free State.—Tuz SHannon ScHemMe.—A letter has been 
sent out by the Ministry for Industry and Commerce to public 
authorities within a radius of about 50 miles from Ardnacrusha, 
Limerick, to the effect that a bulk supply of electricity from 
the Shannon works will be available in the greater part of the 
Irish Free State in about three weeks’ time. 

Dus.in.—In the Senate recently the promoters of the Dublin 
Electricity Supply Bill, 1925, were given leave to withdraw 
it. This has now been done. 

Leyton.—Loan.—The Urban District Council has applied for 
sanction to a loan of £10,848 for additional plant and a sub- 
station. 

Linton.—Evectricity Suppty.—The Rural District Council 
has decided to offer no objection to a scheme of electric lighting 
in the Sawston area by means of overhead and underground 
cables submitted by the Bedfordshire, Cambridgeshire, and 
Huntingdonshire Electricity Co. 


London.—HamMersMitH.—The borough electrical engineer 
has submitted a report to the Electricity Committee on boiler 
house extensions in which he recommends the following two 
alternative schemes : (1) To remove No. 5 boiler, and replace it 
by a new boiler; (2) to remove Nos. 5, 6 and 7 boilers, and 
replace them by two new boilers, the estimated cost of the 
former scheme being £18,800, and the latter £32,201. The 
Committee has recommended that the larger scheme be carried 
out. The Committee has also recommended a reduction of 
approximately 12} per cent. in the charges for electricity for 
street lighting. 

The Electricity Commissioners have approved the construc- 
tion of a new 40-inch diameter water discharge pipe line be- 
tween the generating station and Chancellor's Wharf, and the 
Committee has decided to proceed with the scheme. The cost 
is estimated at £16,695. 


Manchester.—ProGreEss DURING Marcu.—During the month 
of March, the Corporation electricity undertaking showed an 
increase in connections of 2,134 kW, bringing the total to 
281,622, and the number of applications received for supply, 
including consumers for additional supplies, was 904, repre 
senting a total of 2,185 kW. The number of hired cookers con- 
nected increased by 84, bringing the total actually on circuit 
to 1,496. Applications for the hire of cookers totalled 132. 


Mold.—Evecrricity DeapLtock.—The clerk reported to the 
Urban District Council recently that a deadlock has been 
reached in the negotiations between the Council and the North 
Wales Power Company, the company having declined to amend 
three clauses in the draft agreement to which the Council 
would not agree. It was decided to seek the advice of th: 
Council's engineer with the view to placing the matter befor 
the Electricity Commissioners. 

Padiham. — E.ecrriciry Suppty. — The Urban _ Distric! 
Council has decided to operate its Electricity Order, and 
Committee has been appointed to ascertain from the Lan 
cashire Electric Power Co. the terms upon which it will 
prepared to manage the undertaking for a period of five years 
acting on behalf of the Council. 


Price Reductions.—Reductions in the charges for electricity 
have been made or recommended in the following districts :— 

GILLINGHAM.—Heating : 14d. per kWh for the first 100 kW! 
per quarter, and Id. per kWh beyond. 

MAIDENHEAD.—Lighting prepayment meters: 7d. per kWh 
in the borough and 73d. per kWh outside the borough. 

Sheffield.—Loan Sancrionep.—The Electricity Committee 
has received sanction to the borrowing of £4,500 for the erec- 
tion of four sub-stations at Botanical Road, Primrose Hill, 
Denmark Road, and Daniel Hill. 

Spalding.—Etecrriciry 1x Buik.—The Urban District 
Council, on April 28th, decided to accept the offer of the 
Peterborough Corporation for a supply of electricity in bulk. 
The cost of the scheme is estimated at £27,000. 

Stretford.—Loan.—The Electricity Committee is to apply 
for sanction to a loan of £48,000 for sub-stations and cables. 

Torquay.—Loan Sanctionep.—The Electricity Committee 
has received sanction to a loan of £10,000 for mains. 

Uckfield.—Exectriciry Scneme.—At the general meeting of 
the Uckfield Gas & Electricity Co., Mr. W. O. Hooper, con- 
sulting engineer, submitted a report on the proposed electricity 
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scheme for the district. Two schemes were suggested, one 
which would only cover the urban district, at an estimated 
cost of £21,775, and one which would embrace the parishes 
of Framfield, Buxted, Maresfield, and Newick, besides Uck- 
field, the cost of this scheme being £34,600. The company 
has acquired land adjacent to the gas works for a generating 
stition, and it is proposed to install two 300-h.p. oil engines, 
and one of 70 h.p. 


Whitby.—Loans.—The Urban District Council has applied 
for sanction to loans of £1,000 for services and mains, and 
£2,313 for the installation of rectifying equipment and feeders 
at the Bagdale sub-station. 





Tramway and Railway Notes. 


Australia.—Syoney (N.S.W.).—The Industrial Australian 
and Mining Standard reports that the electrification of the 
Milson’s Point-Hornsby railway, on the northern side of 
Sydney Harbour, will be commenced at the beginning of next 
year. In the meantime preparations are being made for the 
duplication of the line as far as Chatswood, thus providing 
four sets of rails, instead of the existing double track. 
It is expected that the Harbour Bridge will be completed at 
the end of 1930, and it is considered that the duplication of 
the Hornsby line, at least as far as Chatswood, will by that 
time have become imperative. It has therefore been decided 
to advance the work as far as possible in conjunction with 
the electrification of the existing tracks, and the completion 
of the whole work will synchronise with the completion of 
the bridge. 


Bolton.—Track Rrnewats.—The Tramways Committee has 
instructed the borough engineer to proceed with the work of 
relaying the tramway track from Princess Road to Horwich, 
on the Chorley New Road route, and to obtain tenders for the 
necessary rails, points, and crossings. 


Continental.—Swenren.—The electrification of the railway 
between Gothenburg and Stockholm has now been completed 
with the exception of a little work on the Stockholm-Soeder- 
taelje section, and on May 11th an electric train service was 
commenced over the whole of the reconstructed line.—Reuter’s 
Trade Service (Stockholm). 


Irish Free State.—Dusiin-Lucan Extecrric RALWAy.—At a 
recent public meeting in Dublin a deputation was appointed 
to wait on the Dublin United (Electric) Tramways Company 
to ask that a private Bill be introduced in the Free State 
Parliament to enable the company to proceed with the work 
of extension and re-opening of the Dublin-Lucan electric 
railway, joining up and working in conjunction with the city 
ind district system. It is understood that if the Tramways 
Company proceeds with the Bill its progress will be facilitated 
by the Government, and the extension and other work may 
be undertaken very soon. R 


Japan.—Raitway EL ecrrirication.—It is reported that the 
trial running of electric trains between Tokio and Odawara 
ind Tokio and Yokohama has proved successful, and the 
period of trial will be completed in June or July next. The 
sections to be electrified under the present project are Kodzu- 
Numazu, Numazu-Akashi, Ueno-Omiya, and Kokubupjji- 
Ilachioji, besides which the Yamanote freight line is to be 
electrified. the whole scheme being completed by the fiscal 
year 1931-32. 

New Etecrric Rarpways.—Messrs. Y. Yaginuma and S. Ota, 
of Koriyama propose building an electric railway from Kori 
vama to Yumoto, Fukushima-ken, and an application for 
a charter has been presented to the Railway Minister. The 
building of the Hitohata electric railway of the Hitohata 
Electric Railway Co., Shimane-ken is to be started shortly, 
and will be completed by September, 1927. 


New Zealand.—Ratway E ecrrirication.—According to 
Tenders, the Government has decided to electrify the Lyttelton 
railway tunnel and the remainder of the Christchurch suburban 
railways. 








Telegraph and Telephone Notes. 


New Atlantic Cables.—ItTauian Conrract.—The Government 
has been authorised definitely to ratify the provisional con- 
tract with the (Italian) Italeablo Company for laying cables 
between the Azores and Cape Verde, between Italy and the 
Azores, and between Lisbon and Malaga.—Reuter (Lisbon). 


The Telephone and Telegraph Services.—During the ten 
days’ general strike, which ended on May 12th, the Post 
Office telegraph and telephone services were maintained in 
spite of being threatened, and functioned almost normally 
throughout. On May 10th it was reported that 25 telegraph 
wires had been cut near Blaydon, in Durham. 


Radio Notes. 


Australia.—BRoADcASTING IN VictorIA.—According to the 
Government statist, there are now about 370,000 families in 
the State of Victoria. There is thus a receiver in use for 
about every seven families and the effect of the increase in the 
power of 3LO is reflected in the increase in the number of 
licences in Victoria in the first three months of 1926. The 
Industrial Australian and Mining Standard says that the re- 
duction of 3LO’s wave has been responsible for a marked 
increase in interest in broadcasting. 


The B.B.C.—NationaL Service.—During the ten days’ 
general strike, which ended on May 12th, all stations of the 
British Broadcasting Co., Ltd., functioned uninterruptedly. 
Apart from the musical programmes, the official news bulletins 
and notices radiated on behalf of the Government frequently 
during the day were of much assistance to, and highly appre- 
ciated by, the population, especially during the period when 
all newspapers were forced to suspend publication. 

Uruguay.—Rapio Rrcutations.—A law for the control of 
radio in Uruguay was proposed by the President in a message 
to Congress dated March 2nd, 1926. The message contained 
a draft of the proposed regulations, which are described as 
being mildly regulatory. According to Commerce Reports, 
broadcasting stations will be required to secure licences, and 
may not use wavelengths employed by official stations. 
Amateurs will be restricted to particular hours; transmission of 
malicious or immoral material is prohibited, and fines and 
punishment for infractions are provided. There is no mention 
of any regulation of receivers, either as to licensing or as to 
types of sets that may be used. 





——— 


Contracts Open and Closed. 


(The date given in parentheses at the end of the paragraph indicates 
the issue of the “Electrical Review” in which the “ Official Notice” 
appeared in our advertisement pages.) 

Open. 

Australia.—Mecsourne.-—June 28th. Electricity Commis- 
sion of Victoria.  22,000-V transformers and _ spares 
(B X 2528).* 

June 16th. Victorian Government Railways. One heavy- 
current motor generator set. (B X 2527).* 


Belfast.—May 20th. Electricity Committee. D.c, sub- 
station switchgear and transformer kiosks. (See this issue.) 





Belgium.—ANtTWerP.—May 27th. Direction de l'Outillage. 
Three electrically-operated cranes, each 1,000 kilos capacity. 
(A X 8107). 

Bolton,—The Tramways Committee has decided to invite 
tenders for the supply of 12 bogie tramcars of the 80-seater 
vestibule type. 

Dublin.—June 3rd. Great Northern Railway (Ireland). 
Six months’ supplies of stores, including electrical fittings, 
lamps, cable, wire, &c. (See this issue.) 

Eccles.—May 31st. [Electricity Department. Twelve 
months’ supply of single-phase a.c. house service integrating 
watt-hour meters. (See this issue.) 

Edinburgh.—May 2lIst. Education Authority. Complete 
electrical installations at several schools. Mr. John Stewart, 
executive officer. 

Egypt.—Cairno.—June 30th. Ministry of the Interior. One 
Diesel engine direct coupled to an 80-kW generator, complete 
with switchboard. (B X 2537).* 

Epsom.—jJune 14th. Electricity Department. Removal 
of boilers and setting them up as fuel tanks, overhead travelling 
crane, two 300-kW Diesel engine-driven generators and acces- 
sories, oil purifyiag plant and cooling tower. (See this issue.) 

Harrogate.—May 31st. Electricity Department. _ Elec- 
tricity meters, (British make) for six months. (See this issue.) 

India.—June 15th. India Store Department. 70,000 
(approx.) copper bonds for track rails. (See this issue.) 

Kettering.—June 9th. _Electricity Department. Water- 
softening plant. (See this issue.) 

Letterkenny.—Ma 17th.  lectricity Department. 
Crude oil engine and a.c. sets, switchgear, and a.c. 3-phase 
overhead distribution system. (See this issue.) 

London.—BetunaL Green.—June 4th. Borough Counzil. 
Electric lighting and power installation at Bethnal Green 
Hospital. (See this issue.) 

Normanton.—June Ist. Urban District Council. Feeder 
and distribution cables, feeder pillars, and one 200-kVA trans- 
former. (See this issue.) 

South Africa.—June 2Ist. South African Railways and 
Harbours. Track bonds for the Cape Town Suburban ailway 
electrification scheme. (See this issue.) 

Stoke-on-Trent.—June 9th. Electricity Department. 
Two 60,000-lb. per hour water-tube boilers. (See this 
issue.) 
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Works 000 metres of insulated conductors. (B X 2523).* 


July 9th. 137,500 metres rubber-insulated wires and cables. 


(B X 2548).* 


40,000 metres of coloured twin conductor cords. 


(BX 254 9).* 





* Further particulars can be obtained at the ‘Department of 


Overseas Trade (Inquiry Room), 35, Old Queen Street, S.\V *. 


Closed. 


Barnes.—Electricity Committee. Accepted:— 

Cable (£8,464).—Siemens Bros. & Ltd 

Extension panel (£209).—General Electric Co., Ltd. 
Bolton.—Electricity Committee. Accepted:— 

Switchgear for Spa Road sub-station.—Park Royal Engineering Co., Ltd 
Burton-on-Trent.—Electricity Committee. Accepted:— 
Switchgear for Gresley sub-station (£649).—Ferguson, Pailin, Ltd. 
Cardifi.—Tramways Committee. Accepted:— 


W singledleck tramcars (£45,090).—Brush Electrical Engineering Co., Ltd. 
—Western Mail. 





Croydon,—Electricity Committee. Accepted:— 

300-KVA Scott-connected transformer for Selhurst (£500), and five 200-kVA 
air-cooled ditto (€998).—British Electric Transformer Co., Ltd. 

Alterations to three steam-driven boiler feed pumps to operate at in- 
creased pressure (£314).—G. & J. Weir, Ltd. 


Dundee.—Education Authority Works Committee. Ac- 
cepted :— 
er ae | installation at various schools.—A. Westwood & Co. 
mith (£455 and £342); Quirk & Co. (£233). 


Electricity Committee. Recommended:— 
Steam pipes (£292).—Aiton & Co. 
Assisted wiring.—Mr. Lambert (23s. 6d. per point). 
Grimsby.—Electricity Committee. Accepted:— 
E.h.p. switchgear (£1,470).—Metropolitan-Vickers Electrical Co., Ltd. 
1,000-kW rotary converter (£4,100).—Electric Construction Co., Ltd. 
D.c, switchgear (£1,060).—Edison Swan Electric Co., Ltd. 
Kettering.—Electricity Department. Accepted:— 
1,500-kW rotary converter (£5,372).—English Electric Co., Ltd. 
Transformers. —Hackbridge Electric Construction Co., Ltd. (£999); British 
Electric Transformer Co., Ltd. (21,385). 
E.h.p. and Lp. switchgear (£1,134).—Ferguson, Pailin, Ltd 
E.h p. and Lp. cables (£3,429).—Union Cable Co., Ltd. 
Liverpool.—City Council. Accepted:— 
Twenty-four 40-h.p. D.K. 20-A motors and seventy-six 40-h.p. D.K. eplit- 
frame motors, £190 per motor (£19,000).—English Electric Co., Ltd. 
Steam pipes for Lister Drive electric power station.—Stewarts & Lloyds. 
London, — SoutHwark. — Electricity Committee. Ac- 
cepted :— 
Oil cooler (£72).—Fraser & Chalmers Engineering Works. 


HAMMERSMITH.—Electricity Committee. 2,500 yd. of .15 sq. 
in. three-core and 1,750 yd. of .075 sq. in. six-core cable :— 








wy Electric Co. ... sin wie ; £2,676 

nfield Cable Works, Ltd. _tAesepted.) ne oa .. 3,657 
Hacktridee Cable Co., Ltd. (incomplete) . on oe aus 1,483 
Edison Swan Electric Co., Ltd. ... oe oon one jae 3,694 
Macintosh Cable Co., Ltd. ... ‘ise nme sia SS ei 3,704 
British Insulated Cables, Ltd. ‘ ies 7 a 3,705 
W. T. Glover & Co., Ltd. ra an ; ‘ 3,705 
Johnson & Phillips, Ltd. one on 3,705 
Standard Telephones & Cables, Ltd. ou sits ani sa 3,706 
Virelli-General Cable Co., Ltd. 7 _ i = ne 3,710 
Union Cable Co., Ltd. aie - i 3,719 
W. T. Henley’s Telegraph Works Co. Ltd. = aia 3,721 
Siemens Bros. & Co., Ltd. = ° = a 3,731 
Callender's Cable & “Construction Co., Ltd. = 3,792 


Switchgear (two stoneware cubicles ott swite nchaaee for 
Bowden- ‘Thompson potential transformers; one four-way 
three-phase truck-type switchboard; one three-phase truck- 
type switch; one two-phase do.; and one battery) :— 


General Electric Co., Ltd. (Accepted.) ... ani on .. £2,801 
Switchgear & Cowans, Ltd. ... ate tain one 2,838 
English Electric Co., Ltd 2,838 
Ferguson, Pailin, Ltd. . 2,863 
Metropolitan-V ickers Electrical Co. - ‘Led. 2.917 
Park Royal Engineering Co., Led. . 2,949 
Johnson & Phillips, Ltd. o 2,975 
A. Reyrolle & Co.. Ltd. . rt 3.007 
British Thomson-Houston ‘Co., ‘Ltd. 3,009 
Bertram Thomas .. 3.057 
New Switchgear Construction Co., Led. 3,067 
‘Transformers :— Three Four Six Four 
1,000-kKVA. 250-kVA. 100-kKVA. SO-kKVA 
(oil-cooled). (air-cooled). 
*J. G. Statter & Co. ‘ £1,333 2381 £209 2184 
Yorkshire Electric Trans- 
former Co., Ltd. oe 1,347 —_ — _ 
*Oerlikon, Ltd. ... oe 1,410 720 978 396 
Bruce Peebles & aa 
Ltd. 1,560 _ _- = 
Foster Engineering Co., 
Ltd. 1,608 _ - - 
English Electric Co., Li td. 1,661 — = — 
*Fuller Electrical Co., 
Led. eco ove ove 1,752 674 534 26 
Gen>ral Electric Co., 
Ltd. (Accepted.) she 1,659 1,133 924 418 
Hackbridge Electric Con- 
struction Co., Ltd. ... 1,68 855 678 oar 
Ferranti, Ltd. 1,629 1,013 T1é 309 
Metropolitan-Vickers Elec- 
trical Co., Ltd. 1,652 1,013 T16 300 
Brush Electrical Engi- 
neering Co., Ltd. 1,652 1,018 r16 39 
British Electric Trans- 
lormer OGo., Ltd. 
(Accepted.) 1,652 1,020 720 312 
Pm ome & Phillips, Ltd. 1,629 - 1,377 1,259 554 
C. A. Parsons & Co., 
Ltd. jos om 1,686 as -- _— 


*Not in accordance with specification. 


at ey OY Montevipso. — July 6th. State Electricity 


institution of Electric 


40 h.p. switchgear panels (250 amp.) :-- 
Metropolitan-Vickers Electrical Co., Ltd. (Recommended.) £656 
J. G. Statter & Co. oe ave ove ove 
New Switchgear Construction Co. . Ltd. 
Switchgear & Cowans, Ltd. ... ue ons on ess eos 7 
Park Royal Engineering me | Led. ... ea ove _ ae 756 
Johnson & Phillips, Ltd. a we 
General Electric Co., Ltd. se 
Bertram Thomas ... es 1 
Ferguson, Pailin, Ltd. ... _ ave om aie ous one 1, 
English Electric Co., Ltd. - on ie on 1 
1 
2, 


#3 


British Thomson- Houston Co. Ltd. 
A. Reyrolle & Co., Ltd. .. 
Works Cartage ond Cemetery Cumnaltten. 
Renewal of 4 “ Exide Ironclad" batteries for the Council's electric 
vehicles (£620).—Chloride Electrical Storage Co., Ltd. 
Lonpon County CounciL.—Education Committee. Elec- 
trical work at St. Paul’s Road nen, Limehouse :— 


Burdette & Co., Ltd. (Accepted.) . itn ‘an asl -- £416 
Smethurst & Co. (London), Ltd. “ae ons eco _ 498 
Commercial nes & Electrical Co, J a wes ont 516 
H. B. Giles on eae ° oo eee ove = 518 
A. Hawkins & Sons _ an pues ae sat wn owe “e 569 
G. A. Weston ans on ae om -— ton os ons 570 
W. & G. Firmin ... ol ae jen ons om 588 
Jenner Light & Power Co.. > Ltd. en ‘ae une os =e 590 
A. Higginbotham & Sons on one i “as one ose 600 
Eastern Armature Winding Co. ... ne ee me oe a 745 
Ohms (Proprs. Bovis, _ “ in aie “ an 787 
Davis, Laurence & Co. ... ous a on one one one 850 
P. Braidwood , . 922 


The chief engincer's comparable ‘estimate is "2485. 


Wiring and fittings for electric lighting and power at St. 
Martin’s School of Art, Westminster :— 


Eastern Armature Winding Co. (Accepted) ... as .. £140 
Commercial Telephone & Electrical Co., Ltd. ... oe one 150 
Jenner Light and Power Co., Ltd. ... exe a nine ~_ 179 
A. Hawkins & Sons cee ‘ ae ow eee ii ‘esi 199 
H. J. Cash & Co., Ltd. ... an on sie a - ae 
British Electrical Installations Ca. a os on one ow 259 
St. Mary.esone. — Electricity Department. Recom- 
mended :— 


L.p. cables for 12 months.—Enfield Cable Works. Ltd. 
E * cables for 12 months.—British Insulated Cables, Ltd 
Sixteen tenders were received, six being incomplete 


Manchester.—Education Committee. Accepted:— 


Electric lighting installation, Chorlton Central School.—J. A. Somerset 
and Co. 





Electricity Committee. Accepted :— 

Three 500-kVA static transformers for Clayton sub-station.—Fuller Elec- 
trical and Mfg. One 7,500-kVA ditto, Old Road “B”™ sub 
station, and two 6,000-kVA ditto, Dickinson Street sub-station.—Fer- 
ranti, Ltd. Two 3,000-kVA ditto, Moss Side sub-station.—Hackbridg« 
Electric Construction Co., Ltd. . 

H. and l.p. switchgear for sub-stations.—-Metropolitan-Vickers Electrics 
Co., Ltd. 

Tramways Committee. Accepted :— 

Copper trolley wire.—British Insulated Cables, Ltd. 

Silicum bronze trolley wire —F. Smith & Co., incorporated in the 
London Electric Wire Co. & Smiths, Ltd. 

Cadmium bronze trolley wire.—R. Johnson & Nephew, Ltd. 

Housing Committee. Accepted :— 

Electric lighting installation at certain houses on the Openshaw estate 
J. Armstrong & Co., 

Oldham.— Electricity Seciiasittiin Accepted :— 

Transformers.—Ferranti, Ltd. 

Earthenware cable ducts.—Albion Clay Co., Ltd. 

Electric lamps.—Z Electric Lamp Co., Ltd. 


Rotherham.—Tramways Committee. Recommended:— 

15 tons of steel tramway rails (£10 7s. 6d. per ton).—Steel, Peech an 
Tozer, Ltd. 

Salford.—Gas Committee. Accepted:— 

One electric passenger lift for Bloom Street gas offices (£335).—Etchel!= 
Congdon & Muir, Ltd. 

Sheffield.—Electricity Committee. Accepted:— 

Twelve 6-way, 3-phase feeder pillars (£588)—W. T. Henley’s Telegraph 
Works Co., Ltd. 

Nineteen 11,000-V sub-station switchgear panels (£3,662).—A. Reyrolle 
and Co., Ltd 

Tramways Committee. Recommended :— 


12 pairs twin movable connected points (£1,452).—Hadfields, Ltd. 
6 crossings (leg type) (£250).—Titan Trackwork Co., Ltd. 


Stoke-on-Trent.—Electricity Committee. Accepted:— 


Supply of cables and laying mains for one year.—Callender’s Cable an 
Construction Co., Ltd. 

Static transformers and e.h.p.  truck-type switchgear.—Metropolitan 
Vickers Electrical Co., Ltd. 


Sunderland.—Electricity Department. Accepted:— 
Prepayment meters.—A.E.G. Co. 


Watford.—Electricity Committee. Recommended:— 
Cable supplies for one year.—W. T. Henley’s Telegraph Works Co., Ltd 


Weymouth.—Electricity Committee. Accepted:— 

Laying new services.—Johnson & Phillips, Ltd. 

One S-phase, 50-cycle turbo-alternator and two 20,000-lb. boilers and 
auxiliary plant.—English Electric Co., Ltd. 








Forthcoming Events. 





Association of Teachers in Technical institutions.—At the Polytechnic. 


Regent Street, W. May 22nd to 25th. Annual conference. 


Radio Society of Great Britain.—Wednesday, May 26th. At the Institution 


of Electrical Engineers, Victoria Embankment, W.C. At 6 p.m. Ordinary 
meeting. 

al Engineers.—Thursday, May 27th. At the Institu- 
tion, Victoria Embankment, W.C. At 6 p.m. Annual general meeting 
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Notes. 


Low-Temperature Carbonisation.—In a paper read before 
the South Wales Institute of Engineers = Mr. David 
Brownlie, B.Sc., the processes for the production of free-burn- 
ing smokeless fuel, involving the mechanical compression or 
briquetting of the charge, before or during carbonisation, were 
considered. The author emphasised that the whole subject of 
low-temperature carbonisation was of vital importance to the 
British colliery industry, which should co-operate in the 
matter and establish a large central organisation for detailed 
study. The net cost, spread out amongst all the collieries in 
the country, would be a small matter compared with the 
advantages to the whole industry. 


Appointments Vacant.—Repairs engineer (£403), for the 
Hammersmith Borough Council electricity department; 
executive engineer, Electrical Division, Public Works Depart- 
ment, Government of Bengal; assistant mains superintendent, 
for the Eccles Corporation electricity department; shift charge 
engineer, for the Borough of Leigh electricity department. 
(See our advertisement pages to-day.) 


Address on Electricity Generation.—According to the 
Financial New;, Mr. Samuel Insall, president of the Common- 
wealth Edison Co., of Chicago, and other electrical organisa- 
tions in the United States, addressed the members of the Con- 
servative Party Transport Committee at the House of Com- 
mons on April 28th, when several members of the Government 
were present. Mr. Insull dealt with the question of concen- 
trated production. 


French Electric Steel Production.—It is stated that the 
production of steel in electric furnaces in France in 1925 
amounted to 75,433 metric tons, of which 64,186 tons were 
ingots and 11,247 tons were mould castings, and the total 
only represented about 1 per cent. of the aggregate output 
of steel in that country last year. The number of furnaces 
in France at the beginning of 1926 for the production of 
electric steel was 22, these only turning out the finer qualities 
of steel. Now, however, the circles interested in the pro- 
motion of the use of electric furnaces are said to be making 
great endeavours to induce the works producing basic Bessemer 
steel to adopt a process according to which, after leaving the 
converter, the material woula be refined to a quality similar 
to that of open hearth steel at comparatively small expense. 


Chromium for Electrolytic Printing Plates.—According to 
Science experience at the U.S.A. Bureau of ret and 
Printing has shown that by the application of a thin layer, 
0.0002 in. of chromium to electrolytic plates used for printing 
paper currency, the life of the plates is increased to twice that 
of the case-hardened steel plates and several times that of 
nickel faced electrolytic plates prior to the application of the 
chromium upon them. msiderable research was carried out 
to develop and adapt the metal for this purpose. Subsequent 
tests have shown that chromium plating is likewise valuable 
on other types of printing plates, especially those used for long 
editions. It will probably bé useful on dies and gauges where 
extreme hardness is required, and may obviate case-hardening 
them. 


Radio Direction-finding Errors.—Messrs. R. L. Smith- 
Rose, Ph.D., M.Se., A.M.I.E.E., and R. H. Barfield. M.Sc., 
Student I.E.E., recently read a paper before the Wireless 
Section of the Institution of Electrical Engineers, on ‘* The 
Cause and Elimination of Night Errors in Radio Direction- 
linding.’’ The object of a large proportion of the investiga 
tions carried out by the authors for the Radio Research Board 
uring the past few years has been to ascertain definitely 
‘te cause of the apparent variations in bearings experienced 
n closed-coil d.f. apparatus during the “ night” periods. 
‘ome of the investigations have led to the development of 
aethods of distinguishing between the electric and magnetic 

ymponents of wireless waves, and of the separate measure- 
ent of their intensity and direction. This portion of the 

ork has recently led to a definite proof of the existence of 
iowncoming waves at the earth’s surface with components 

suitable polarisation and sufficient intensity to account for 

large proportion of the night errors experienced. In this 
nanner the theory originally advanced bv Mr. T. L. Eckersley 
in 1921 to account for the apparent variations in the direction 
* arrival of wireless waves has been adequately confirmed; 
nd it is now evident that these variations are caused by the 
iction of the horizontal components of electric force in the 
downcoming waves on the horizontal parts of the direction 
finding loops. It is generally assumed that the downcoming 
waves have travelled via the upper regions of the earth's 
itmosphere without deviating laterally from the great circle 
plane through the transmitter and receiver, an assumption 
that has, however, not been sufficiently well justified in the 
past; the presence of the downcoming waves has hitherto 
made it difficult to prove whether the direct waves travelling 
along the earth’s surface have not also suffered lateral devia- 
tion. Another portion of the authors’ investigations has 
therefore been made to ascertain to what extent, if any, 
such lateral deviation exists. The problem is one of more 
than pure scientific interest; for it is evident that, if direc- 
tional receiving apparatus can be devised which shows the 
absence of lateral deviation, a direction-finder can at once 
be provided which is free from the variable night errors 
that place such a serious limitation on closed-coil direction- 
finders. The present paper describes the experiments which 


have been carried out with these objects during the past 
18 months. In the course of the experiments the Adcock 
‘* four-aerial " direction-finder has been developed, and with 
its aid it has been shown that the actual deviation in azimuth 
of wireless waves is practically negligible. These experi- 
ments thus constitute a proof that the variable errors observed 
on closed-coil direction-finders at night are caused by down- 
coming waves arriving from the upper atmosphere and polar- 
ised with the electric force in a horizontal plane. The 
investigation also indicates the possibility of the Adcock 
system being developed inte a practical direction-finder which 
is free from night errors, and those errors associated with 
observations on aircraft transmissions made at a ground 
direction-finding station. 


Local Society.—A meeting of the Edinburgh Electrical 
Society on May Ist took the form of a visit to the foundry 
of Messrs. Mackenzie & Moncur, Slateford Road, Edinburgh, 
when the members present were shown through the moulding 
and casting departments, and all the various processes were 
fully explained to them. At the conclusion of the visit tea 
was supplied by the management and an enjoyable afternoon 
was spent. 


Air Transport Services.—On the occasion of the fifth 
Gustave Canet Memorial Lecture on April 30th Air Vice- 
Marshal Sir W. Sefton Brancker, K.C.B., delivered an address 
concerning the air transport services before the Junior Institu- 
tion of Engineers. He explained the position of Imperial Air- 
ways, and outlined the work it was doing with the aid of the 
Government subsidy. He said that in no case within Europe 
had air transport paid its way. The British company had 
complete freedom in its policy, and had been restricted in 
its activities only by certain international difficulties, which 
seemed likely to vanish in the near future. The company, 
and its predecessors, had already carried over 70,000 passengers 
across the Channel, with only four fatal accidents. 


American Electric Truck Show.—How the American 
Railway Express Co. saved $96,000 worth of floor space by 
replacing 168 wagons and 300 horses with 84 electric trucks 
was revealed by a chart exhibited at the sixth annual electric 
truck show which was opened at New York on April 26th, 
in the building of the New York Edison Co. Another chart 
illustrated the extent to which the substitution of electric 
vehicles for horse-drawn trucks is reducing street traffic con- 
gestion, while another display pointed to the day when the 
milkman on his morning deliveries will need to walk 146 ft. 
instead of 370 ft. for the average milk delivery, thanks to 
the rapid replacement of the old-fashioned milk wagon with 
modern little electrics. Reporting on the results of a series 
of stop-watch tests, Mr. Arthur Williams (vice-president, com- 
mercial relations of the New York Edison Co.) declared that 
in the typical small-home residential sections of the metro- 
politan area the average milk delivery as made by the milkman 
using a horse and wagon required 50 seconds and called for 
370 ft. of walking, whereas the average delivery on the same 
route made by a milkman using an “electric "’ required only 
44 seconds and 146 ft. of walking. The saving in time and 
energy, Mr. Williams said, was due to the fact that the latter 
method enabled the milkman to drive from house to house 
and confined his walking to the short distance between the 
truck and the house, whereas milkmen using horses and 
wagons ordinarily walked from house to house and from 
wagon to house. 

“‘ By replacing its horse-drawn wagons with electric trucks 
the American Railway Express Co. has saved 48,000 sq. ft. 
of space in a location where a conservative estimate of the 
value of floor space is $2 per sq. ft. per year,’’ declared Mr. 
Williams. ‘‘ This one company has thus not only secured 
for itself $96,000 worth of floor space through the replacement 
of electric trucks for horse-drawn vehicles, but has brought 
about for the community at large a comparable saving in 
street space. Three hundred horses and 168 wagons would 
cover 16} city blocks of streets; the 84 electric vehicles doing 
the work of these 300 horses would, in the aggregate, cover 
74 blocks of city streets. When it is known that there are 
still 50,000 horses in New York, one is impressed with the 
tremendous reduction in traffic congestion which will be pos- 
sible if the policy of the numerous owners of large fleets of 
‘electrics’ were universally adopted in New York City.” 
More than 20 manufacturers of electric trucks, batteries for 
such trucks, and other accessories participated in the electric 
truck show, which closed on May Ist. 


Fatality.—The death occurred on May 7th by electric 
shock of Charles Alfred Moon, who was on volunteer service, 
acting as guard on a Southern Railway electric train. As he 
was coming off duty at Charing Cross he came into contact 
with the conductor rail, receiving a fatal shock. 


Educational.—Tue Potytecunic, Regent Street, London.— 
It has been decided to postpone Mr. W. H. Date’s special 
course of lectures on ‘“‘ The Thermionic Valve and its Uses in 
Wireless Circuits’ until Wednesday, June 2nd. 


Aircraft Navigational Aids.—An - yy by means of 
which aeroplanes can be piloted through the fog without losing 
their bearings has been installed at Le Bourget. This radio 
goniometric post, as it is called, will be operated in conjunction 
with the wireless telegraph stations at Abbeville and Saint 
Inglevert, and will enable commercial aeroplanes to pick up 
their bearings at any time in the thickest fog.—Reuter (Paris). 
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Registration of Engineers.—A Bill has been introduced 
into the House of Commons to provide for the registration 
of engineers and for the regulation of their qualifications; it 
proposes the establishment of a * General Council of Engineer- 
ing,” partly nominated and partly elected, which shall deter- 
mine the standard of qualification, keep a register, and take 
steps to protect the title of ‘ engineer’ against misuse. The 
Bill further provides that after two years, official appoint- 
ments as engineer shall be held only by registered engineers, 
and that only registered engineers shall be entitled to issue 
certificates or recover charges. Registered engineers are to 
be provided with seals for use on plans, tenders, &c., subject 
to penalties for improper use. After two years it 18 to be 
unlawful for any person to describe his business as that of 
an engineer unless a registered engineer is engaged therein. 
The Bill has been prepared by the Society of Technical Engi- 
neers. Similar measures have been enacted in the United 
States and elsewhere. 

L.C.C. Tramways Finance.—In a recent report to the 
London County Council, the Highways Committee states what 
action has been taken to restore the tramway undertaking to 
financial equilibrium. Mention is made of the suspension of 
sinking fund payments on the 25-year debt, and some details 
are given of the economies in working which have been made. 
It is pointed out. however, that economies alone will not 
achieve the desired result, and nothing short of a complete 
co-ordination of passenger transport services and the elimina 
tion of unnecessary competition will bring this about. The 
Committee hopes that the London and Home Counties Traffic 
Advisory Committee will take the necessary action. 

Tientsin —. Electricity Undertaking.—We have re- 
ceived a copy of the report on the year's (1925) working of 
the electricity undertaking of the Tientsin British Municipal 
Council, North China (engineer and manager, Mr. 
Williams, M.C., B.Sc.). The revenue for the year amounted 
to £47,588, and the expenditure to £33,300, leaving a surplus of 
£14288. The kWh generated during the period amounted to 
4,747,699, and the generating costs were 1.8d. per kWh. The 
fuel cost amounted to only 0.291d. per kWh. The return on 
the capital outlay for the year, after allowing for ample depre- 
ciation, was 19.9 per cent., comparing favourably with the 
results for the Shanghai undertaking in 1924. In view of the 
difficulties which the undertaking has had to overcome, due 
to war, civil commotion, poor trade, and at times fuel shortage, 
the results obtained are very creditable. 

French Electric Vehicle Trials.—Trials of electric accumu- 
lator vehicles to take place from June 5th to June 20th have 
been organised by the Union of Electricity Syndicates in 
agreement with the Ministry for War, the National Office of 
Scientific and Industrial Research and Inventions, the Auto- 
mobile Club of France, and the Central Electricity Laboratory. 
Great advantages are expected from these vehicles. The accu- 
mulators are recharged nightly with the surplus energy of 
the large electricity works; as this electricity can be sold very 
cheaply the running expenses of lorries, goods vans, and small 
trucks for interior transport in factories and warehouses of 
the kind used in the railway stations are very low. The vehicles 
used in the trials will be parked for part of each day in the 
Cours la Reine along the Grand Palais, where the public will 
be able to examine them.—Reuter’s Trade Service (Paris). 





Institution Notes. 


Institution of Electrical Engineers.—ScortisH CreNTRE.— 
On Apri! 30th, at Dundee, Capt. P. P. Eckersley delivered a 
lecture on ‘‘ The Past, Present, and Future Development of 
Wireless Telephony.” Prof. Magnus MacLean, chairman of 
the Centre, presided, and there was an enthusiastic audience of 
considerably over 500 present. On Saturday, May Ist, mem- 
bers of the Centre and their friends left Dundee for an excur- 
sion by road to St. Andrews, where luncheon and tea were 
served in Rusack’s Marine Hotel. The excursion was taken 
part in by a party of about sixty, including ladies, and was 
greatly enjoyed by all. 

The Institution of Railway Signal Engineers.—ANNvUAL 
Report.—Part 2 (August, 1925, to February, 1926) of the Pro- 
ceedings, 1925-26, of the above Institution contains a catalogue 
of the Institution library and the 13th annual report (1925). 
The total membership on January Ist, 1926, was 615. The 
revenue for the year in question amounted to £650 and the 
expenditure resulted in a balance of £111. 

Association of Mining Electrical Engineers.—Soutn WaALEs 
Brancu.—Th2 South Wales branch of the Association, meeting 
in Cardiff, elected Mr. Dawson Thomas, A.M.I.E.E., United 
National Collieries (Risca), chairman for the ensuing year. 
Messrs. E. I. David, M.I.E.E. (Aberaman) and T. 8. Thomas, 
A.M.I.E.E. (Bedwas) were elected vice-chairmen, and A. C. 
MacWhirter, A.M.I.E.E., and H. J. Norton, A.M.I.E.E., re- 
elected hon. treasurer and hon. secretary respectively. Messrs. 
C. F. Freeborn (Cardiff), R. Illingworth (Ogmore Vale), W. 
Roberts (Cardiff) and W. Wolfe (Llanbradach) were elected 
new members of the committee. 

Royal Institution.—ANNvAL Mretinc.—The annual meeting 
was held on May Ist, Sir James Crichton-Browne, treasurer 
and vice-president, in the chair. The annual report of the 
Committee of Visitors for the year 1925, testifying to the con- 
tinued prosperity and efficient management of the Institution, 








was read and adopted. Sixty-two new members were elected 
in 1925, and 63 lectures and 20 evening discourses were (e- 
livered. The following gentlemen were elected as officers for 
the ensuing year: President, the Duke of Northumberland; 
treasurer, Sir Arthur Keith; secretary, Sir Robert Robertson. 
At a general meeting of the members on May 3rd, Sir J. J. 
Thomson was elected Honorary Professor of Natural 
Philosophy and Sir Ernest Rutherford was elected Professor 
of Natural Philosophy. 








Our Personal Column. 


(Electrical men are invited to enable us to keep readers of the 
“Electrical Review” posted concerning their movements.) 





Mr. Watter 'T. Youna, of Dundee tramways, has been se- 
lected by the Halifax Corporation Tramways Committee as 
tramway manager (subject to formal confirmation by the next 
Town Council meeting), in succession to Mr. Ben Hall, who 
was recently appointed tramway manager to Plymouth Cor- 
poration. ‘There were 33 applications for the position. 

Mr. W. E. Wimuurst, who is retiring from the staff of 
Callender’s Cable & Construction Co., Ltd., Belvedere, after 
over 31 years’ service, has been presented by his colleagues 
with a 5-valve wireless set. Sir Tom Callender made the pre- 
sentation on May 7th. 

r. T. S. WALLIs, station superintendent at the Wimbledon 
power station, has resigned to take up an appointment with 
the Bristol Corporation. 

Mr. Auan Wittiams, M.I.E.E., has resigned his appointment 
with British Brown-Boveri, Ltd., and will be pleased to hear 
from any of his friends, at 16, Messaline Avenue, Acton, 
London, W.3. 

The East London Observer states that Sir Georce Hume, 
M.P., has resigned his membership of the London and Hom 
Counties Joint Electricity Authority, and Mr. F. Bertram 
Galer, M.A., F.I.A., has been appointed a representative of the 
L..C. Council in his place. 

Mr. C. Petersen has been appointed Metropolitan-Vickers’ 
London district manager, in succession to Mr. P. F. Crinks, 
who is now managing director of the Metro-Vick Supplies Co 
; The Aylesbury Council has increased the salary of Mr. W. A. 
TURNBULL, borough electrical engineer, to £750 per annum, and 
has adopted, as the basis of his future remuneration, the 
minimum salary scale of the Associated Municipal Electrica! 
Engineers (Great Britain and Ireland). 

Mr. A. T. Arnatt, B.Sc., has been appointed executive engi- 
neer, Electrical Project Division, on the Punjab Government's 
Mandi hydro-electric scheme. 

Mr. Henry G. Spencer has been appointed engineer to Stan- 
dard Telephones & Cables, Ltd., North Woolwich. 

Grange-over-Sands Council has appointed Mr. J. Sms as 
resident electrical engineer, at £250 per annum. 

We are pieased to learn that Mr. P. F. Autan has com- 
pletely recovered from his operation for appendicitis, and all 
local correspondence in connection with the atfairs of the 
North-Eastern Centre of the Institution of Electrical Engineers 
and the Summer Meeting, June 7th-11th, should be addressed 
to him c/o The Macintosh Cable Co., 26, Mosley Street, New- 
castle-upon-Tyne. 

We are informed that the appointment of electrical engineer 
for the burgh has been made by Hamilton Town Council 
By 11 votes to 3, Mr. W. J. Cooper (at present acting engineer 
at the Hamilton Corporation Electricity Works) has been 
appointed. 

_'The Sunderland Corporation has agreed to express its appre- 
ciation of the services of the general manager and engineer, 
Mr. A. S. BLackMaN, by giving him three months’ special leave 
of absence, with salary, early next year. Mr. Blackman in- 
tends to make a tour in America during that period. 

Obituary.—Sir THomas Sxinner.—The death occurred last 
week, at the age of 86 years, of Sir Thomas Skinner, who, in 
addition to having large Canadian and other financial interests, 
was a director of the Commercial Cable Co. and chairman of 
the Halifax and Bermudas Cable Co. and the Direct West 
India Cable Co. 

Mr. H. W. Bowpen.—We regret to learn of the death, which 
occurred on May 9th, at Modwell House, Great Missenden, cf 
Mr. Henry White Bowden, M.I.E.E. He was 58 years of age. 

Will.—The late Mr. A. P. Lunppera left £17,919. 








New Companies Registered. 


Palmers Green Radio Service, Ltd. (213,594).—Private 
company. Registered May 3rd. Capital, £100 in £1 shares. Objects: To 
acquire the business of makers of and dealers in wireless apparatus and gramo- 
phones and their accessories of all kinds, carried on by A. E. Frost and 
F, W. Goff, at 15, Melbourne Parade, Palmers Green. The first directors 
are :—A. E. Frost, 38, Arlow Road, Winchmore Hill, N.21; F. W. Goff, 102, 
Woodside Road, Bowes Park, N.22. ualification, £1. Remuneration as 
fixed by the company. Secretary: F. W. Goff. Solicitors: Simmons and 
Simmons, 1, Threadneedle Street, E.C.2. Registered office: 15, Melbourne 
Parade, Palmers Green, Middlesex. 


Reilly & Brookes, Ltd, (213,595).—Private company. 
Registered May 3rd. Capital, £1,500 in £1 shares. Objects: To carry _on 
the business of electrical, automobile and mechanical engineers, &c. The 
first directors are:—F Reilly, 1, Tyldesley Road, Atherton; W. Brookes, 83, 
Castle Street, Tyldesley; T. Bullough, 456, St. Helen's Road, Bolton. ali- 
fication, 900 shares. Secretary: T. Bullough. Registered office: 12a, Church 
Avenue, Bolton. 
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Southwold Electricity Supply Co., Ltd. (213,597).—Pri- 
te company. Registered May 3rd. Capital, £20,000 in £1 shares. Objects : 
carry on the business indicated by the title, and to adopt an agreement 
h Edmundson's Electricity Corporation, Ltd. The directors are:—A. N. 
Rve, Woodland, Virginia Water, Surrey; C. H. Jones, 67, Hayes Road, 
miley, Kent; A. Anderson, 141, Worple Road, Wimbledon, S.W. Quali- 
fication, 30 shares. Remuneration as fixed by the company. Solicitors: 
Godirey Warr, Clarkson & Co., 85, Gracechurch Street, E.C. Registered 
fice: Broad Sanctuary Chambers, Westminster, S.W.1. 
Chambers & Champion, Ltd. (213/589).—Private com- 
y. Registered May 3rd. Capital, £5 in Is. shares. Objects: To carry 
the business of manufacturers of and dealers in electrical, wireless, and 
r apparatus, builders, manufacturers of and dealers in metal, wooden, 
anite and other types of articles, motor and aeroplane manufacturers and 
jealers, &c. The subscribers (cach with one share) are:—C. F. Stewart, 
7, Alcester Crescent, E.5, clerk; W. F. Palles, 2, Merton Hall Road, Wim- 
bledon, S.W.19, company director. The directors are:—W. F. Palles and 
( 
t 


G. Hofman. No share qualification required. Remuneration as fixed by 

company. Secretary: W. F. Palles. Solicitors: Donald McMillan and 
Mott, Stafford House, 14, King William Street, E.C.4. Registered office : 7a, 
Victoria House, South Lambeth Road, S.W.8. 


Portable Accumulators, Ltd. (213,692).—Private com- 
Registered May 7th. Capital, £4,400 in 4,000 10 per cent. participating 
reference shares of £1 each and 8,000 ordinary shares of Is. each. Objects :— 
carry on the business of manufacturers of, and dealers in electric accumu- 
tors and generators of all kinds, &c. The subscribers (cach with one £1 
share) are:—A. W. Slade, 73, Nichols Square, Hackney Road, E.2, clerk; 
C. Warren, 32, Heathfield North, Twickenham, clerk. The first directors 
are to be appointed by the subscribers. Solicitors: Mayo, Elder & Co., 10, 
Drapers’ Gardens, E.C.2. 


The North Metropolitan Power Station Co., Ltd. 
(213,642).—Registered as a “ public ’’ company on May Sth, with a nominal 
capital of £100 in £1 shares. Objects :—To construct or equip or enter into 
igreements for the construction and equipment of a generating station at 
Brimsdown, Enficld, to grant a lease of the said proposed generating station 
to the North Metropolitan Electric Power Supply Co. to generate and supply 
lectricity, to construct, fix, and lay down cables and wires, &. Minimum 
cash subscription, 7 shares. The first directors are :—Sir James Devonshire, 
5, Broadway, Westminster (chairman and managing director, North Metro- 
politan Electric Power Supply Co.); Emile Garcke, 88, Kingsway, W.C.; Sir 
\lexander Roger, Norfolk House, Victoria Embankment, W.C.; E. R. 
Soames, 88, Kingsway, W.C.; C. G. Tegetmeier, 88, Kingsway, W.C. The 
last four named are all directors of the above-named company. Qualification, 
£1. Remuneration (except managing directors), £250 per annum, divided 
hetween them. Secretary: E. Boys. Solicitors: Stanley & Co., 11, Albemarle 
Street, W.1. Registered office: 55, Broadway, Westminster, S.W.1. 


Mold Accumulators, Ltd. (213,656).—Private company. 
Registered May Sth. Capital, £1,000 in £1 shares (500 6 per cent. cumulative 
preference and 500 ordinary). To acquire the business of an accumulator 
manufacturer now carried on by A. Tunnicliff at Grosevnor Street, Mold, 
Flint, as “* Arthur Tunnicliff.”. The permanent directors are :—A. Tunnicliff, 
Bromfield Villa, Mold; E. Tunniclifi, 10, Broncoed Park, Mold. Qualifica- 
tion, 10 shares. Remuneration, £50 r annum, divided between them. 
Solicitor: W. P. Morris, Church Lane, Mota. 


British Glowlamp and Valve Co., Ltd. (213,648).—Pri- 
ite company. Registered May 5th. Capital, £1,000 in £1 shares. Objects :— 
To acquire the business of an electrical and mechanical engineer and a 
nanufacturer and repairer of wireless valves and parts and electric light 
globes and parts now carried on by A. Barnes-Thomas at 27, Kirby Street, 
Hatton Garden, E.C.1, as “ The British Glow Lamp and Valve Co.,” and 

opt an agreement with the Barnes Land and Trust, Ltd., and Albert 
Barnes-Thomas. The first directors are:—A. Barnes-Thomas, 64, Louisen 
Str., Dresden, Germany; S. H. Price, 8, Carew Road, Wallington. Qualifica- 
on, shares. Remuneration, £50 each per annum. Solicitors: Saml. Price, 
Sons & Robertson, 3, Bond Court, Walbrook, E.C.4. Registered office: 27, 
Kirby Street, Hatton Garden, E.C.4. 


H. H. Ridley & Co., Ltd. (213,637).—Private company. 
Registered May 5th. Capital, £2,000 in 2£1 shares. Objects:—To carry on 
the business of electrical, mechanical, and motor engineers and contractors, 
dealers in wireless apparatus, garage proprietors, motor-car dealers, &c. The 
first directors are:—H. H. Ridley, 30, Lawn Crescent, Kew Gardens, 

tor engineer; W. A. Rich, 26, Peabody Buildings, Old Pye Street, West- 
minster, mvutor engineer. Qualification, 1 share. Solicitors: Bateman and 
Co., 5, John Street, Bedford Row, W.C.1. Registered office: Orchard Road 
Motor Works, Orchard Road, Richmond. 


Cattley Accumulator Co., Ltd. (213,534).—Private com- 
pany. Registered April 3th. Capital, £5,000 in £1 shares. Objects :—To 
juire the business of L. de M. Cattley and R. E. D. Cattley, trading as 
he “Cattley Accumulator Co.,"" and to carry on the business of manufac- 
ers of accumulators and batteries, of which L. de M. Cattley is patentee, 
The subscribers (each with one share) are :—M. J. Coggins, 4, Charles 
Street, Cardiff, auctioneer; H. Blake, 106, Plymouth Road, Penarth, 
gineer. The first directors are :—L. de M. Cattley, R. E. D. Cattley, E. J. 
Davies, S. A. Smith, and T. B. Humphries, addresses not stated. The first 
two named shall be permanent so long as they cach hold 200 shares 
Qualification, 200 shares. Remuneration as fixed by the company. Solicitor : 
J. Davies, 39, Charles Street, Cardiff. 
Ormsby & Co., Ltd. (213,554).—Private company. Re- 
tered April 30th. Capital, £2,000 in £1 shares. (850 5 per cent. cumulative 
eference and 1,150 ordinary). Objects:—To acquire the business of manu- 
turers of, and dealers in wireless receiving and transmitting apparatus 
rried on at 28, Page Street, Westminster, and at Elstree, Herts., as 
“ Ormsby & Co.,” and to adopt an agreement with R. Ormsby Cary, 
Barringer, L. Ormsby, and J. St. C. Bryden. The first directors are :-—R. O. 
ry, Pomfret House, Sunbury-on-Thames, wireless manufacturer; A. Bar- 
nger, “* Isca,"* Boreham Wood, Herts., electrical engineer; L. Ormsby, 77, 
‘age Street, Westminster, wireless manufacturer; J. St. C. Bryden, 5, 
aarderoft Avenue, Herne Hill, S.E., wireless manufacturer (all permanent, 
ibject to holding 300 shares each). Solicitors: Oliver Richards & Parker, 
l King Street, St. James’, S.W. Registered office: 21, George Street, 
lanover Square, S.W.1. 








Official Returns of Electrical 
Companies. 


*“*M.K.” Electric, Ltd.—Issue on May Ist, 1926, of £1,000 
ebentures, part of a series already registered. 

Simmonds & Stokes, Ltd.—Satisfaction to the extent of 
£2,000 on March 24th, 1926, of debentures dated April 15th, 1924, securing 
£7,000. 

Scammell & Abbott, Ltd.—W. I. Chaundy, of 71, Temple 
Row, Birmingham, C.A., was appointed receiver and manager on April 
24th, 1926, under powers contained in first mortgage debenture dated March 
17th, 1926. . 

Midland Electric Lamp Co., Ltd.—Particulars filed of 
£500 debentures authorised March 16th, 1926, charged on the company’s 
ae including uncalled capital, the amount of the present issue being 





Magnetic Transmission Co., Ltd.—G. T. G. Stevens, of 
Carlton House, Regent Strect, S.W.1, ceased to act as receiver or manager 
on April 30th, 1926. 

Aldeburgh Electric Supply Co., Ltd.—Satisfaction in full 
on April 13th, 1926, of charge dated August 7th, 1912, securing all moneys 
due or to become due not exceeding £2,500. 


Isaacson & Brown, Ltd.—H. C. Mundy, of 93 and 94, 


Chancery Lane, W.C.2, ceased to act as receiver or manager on April 22nd, 
1926. 


H. Haydon & Co,, Ltd.—T. F. Birch, of Court Chambers, 
Friar Lane, Leicester, C.A., ceased to act as receiver or manager on May 
3rd, 1926. 

Instrument Screw Co., Ltd.—Debenture dated April 22nd, 
1926, to secure £3,000 charged on the company's undertaking and property, 
present and future, including uncalled capital, land at South Harrow, and 
the company's other freehold, leasehold, and copyhold property. Holders: 
Branch Nominees, Ltd., 15, Bishopsgate, E.C 


H, T. Boothroyd, Ltd.—Satisfaction in full on May 3rd, 
1926, of charges dated February 2nd, 1910, and September 11th and November 
26th, 1923, securing all moneys due or to become due from the company to the 
Union Bank of Manchester, Ltd. 


Clemson & Smith, Ltd.—Mortgage dated April 30th, 
1926, to secure £200 and further advances not exceeding therewith £500 
charged on certain freehold land and buildings in Hersham Road, Walton-on- 
Thames. Holder: Miss E. S. Creed, Jessamine Cottage, High Street, 
Bampton, Oxford. 

Nelson Electric Co., Ltd.—G. S. Hyams, of Salisbury 
House, London Wall, E.C.2, was appointed receiver on April 23rd, under 
powers contained in debenture dated April 20th, 1926. 











City Notes. 


Reports and Meetings of Electrical Companies, Dividend 
Results, &c. 


The trading profit of the Lancashire Elec- 
Lancashire tric Power Co. for the year ended March 
Electric Light lst last was £177,470, and to this is added 
and Power £9,376 brought forward, making £186,846. 
Co., Ltd. Of this £60,000 has been allocated to depre- 
ciation, £9,000 to income tax reserve and 
£7,928 has been carried forward, leaving a balance of £109,918 
which has been paid over to the Electric Light & Power Co. 
The balance at credit of the profit and loss account of the latter 
company is £108,169, plus £8,379 brought forward, making 
£116,548. After paying the preference dividends and interest 
on new shares, a dividend at the rate of 7} per cent. is to be 
paid on the ordinary shares, leaving £9,826 to be carried for- 
ward. It is expected that the new Padiham station will be 
ready for commercial operation in September next. A 33,000-V 
main is being laid between that station and the Radcliffe sta- 
tion. The report shows that the Power Company generated or 
purchased 151,495,964 kWh, as against 130,043,552 kWh in 
1924-25. The maximum load rose from 60,930 h.p. to 70,200 
h.p. and the connections from 79,900 h.p. to 89,200 h.p. 
The Bergmann Electricity Works Com- 
German pany, Berlin, records gross profits of 
Companies. 6,257,000 marks for 1925, as against 
5,301,000 marks in the previous year, the 
net profit being 2,599,000 marks, as compared with 2,271,000 
marks. It is proposed to increase the rate of distribution from 
5+ per cent. to 6 per cent. 

The Transradio Company for Oversea Communications, Ber- 
lin, states that the technical equipment at the Nauen and 
Rilvese wireless stations was further improved during 1925, and 
a material improvement was obtained in the receiving branch, 
while new installations were projected at Eilvese as a result of 
the experience gained at Nauen. The possibilities of short- 
wave signalling were being studied. Short wave transmitters 
constructed by the Telefunken Company for experimental pur- 
poses had been used by the company for some time past with 
favourable results, and the establishment of larger transmitters 
was in contemplation. As compared with 1924 the oversea 
traffic increased last year by 11 per cent. It was possible in 
the immediate future that the Nauen-Buenos Ayres connection 
would be amplified by the establishment of direct communica- 
tion with Rio de Janeiro, where a large station had been com- 
pleted. The accounts show net profits of 1,370,000 marks, as 
compared with 1,420,000 marks in 1924, and the dividend is at 
the rate of 8 per cent. on the ordinary shares. At the recent 
annual meeting it was mentioned that preparations were being 
made for the establishment of communication with South 
Africa. 


Craigpark Electric Cable Co., Ltd.—The accounts for the 
year caeh March 3lst last show a net profit of £15,289; to this 
is added £1,518 brought forward, making £16,807. This is dis- 
tributed as follows: To depreciation, £3,500; to reserve, 
£3,000; preference dividends, £2,850; dividend of 124 per cent. 
on the ordinary shares, £4,688; carried forward, £2,769. The 
report records the death of Mr. A. B. Maclean, the founder and 
managing director of the company and the appointment of 
Mr. G. Herbert as general manager and a director. Messrs. 
A. Verdie and D. Todd have also joined the board. 


British Thomson-Houston Co., Ltd.—The profit for 1925 
was £467,200, and with £211,920 brought forward the amount 
available is £679,120. After defraying interest charges, &c., 
it is proposed to pay a dividend of 6 per cent. upon the 
ordinary shares and to carry forward £220,126. The amount 
expended upon additions to buildings and plant during the 
year was £289,066, principally upon extensions at the Rugby 
and Willesden works. Meeting: May 3st. 
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Philips Glow Lamp Works.—The report of Philips 
Gloeilampen Fabrieken, of Eindhoven, states that it was able 
to work at full capacity in 1925 and successfully meet competi- 
tion, and many new articles in the wireless branch were placed 
on the market. All the machines, apparatus, buildings and 
sites acquired during the year were written off at a total of 
3,500,000 fl. After having made provision for depreciation on 
‘* participations ’’ the accounts show a working surplus of 
7,500,000 fl. as compared with 6,210,000 fi. in 1924, the net pro- 
fits being 4,000,000 fl. and 3,330,000 fl. in the two years respec- 
tively. ‘The rates of dividend, as amen announced, remain 
at 8 per cent. on the preference shares and 16 per cent. on the 
ordinary capital as in 1924. The ordinary share capital 
amounts to 17,500,000 fl. as against 14,000,000 fl. in 1924, and 
the preference shares represent 5,265,000 fl. as against 
1,500,000 fl. The directors have resolved to recommend an in- 
crease in the share capital this year for the purpose of financing 
further works extensions. 

Calcutta Electric Supply Corperation, Ltd.—The report 
for 1925 shows a net profit of £422,469 (as compared with 
£380,254), to which is added £32,823 brought forward, making 
£455,292. After providing for depreciation, preference divi- 
dends, interest, &c., it is proposed to transfer £50,000 to re- 
serve, £3,000 to insurance fund, and £1,000 to retiring gratuity 
fund. ‘The final dividend on the ordinary shares is 7 per cent., 
making 12 per cent. for the year, and £33,048 is carried for- 
ward. The sales of energy rose from 85,268,798 kWh to 
100,587,227 kWh. Work on the new Southern Station is pro- 
gressing and an issue of 300,000 shares (half preference and 
half ordinary) has been made to finance the work. Meeting 
held May 19th. 

Ever Ready Co. (Great Britain), Ltd.—The profit for the 
year ended March 3lst last was £139,488 and to this is added 
£22,691 brought forward, making £162,179. The profit for 
1924-25 was £95,683. After transferring £47,242 to reserve and 
paying dividends, totalling 25 per cent. in the case of the old 
shares and 20 per cent. on the new shares, £23,864 is carried 
forward. The report states that there was a considerable 
expansion in the company’s business which was contributed to 
by subsidiary a The expenditure on extensions 
during the year amount to £16,594 increasing production 
facilities. Following the authorisation obtained in March last 
a bonus issue of 49,800 £1 shares was made in the proportion 
of one to five. After the general meeting on June Ist meetings 
will be held to sanction the creation and issue of 250,000 new 
ordinary shares. 

ry mes Goptgene <The Compagnie Générale de Railways 
et d’Electricité, Brussels, which is an investment undertaking 
with a combined capital of 60,000,000 fr., reports net profits of 
7,945,000 fr. for 1925; the dividend is at the rate of 40 fr. per 
ordinary share. The directors say that the results were very 
satisfactory; the transport undertakings continued to yield 
favourable results, the business of the supply works continued 
to expand, and the manufacturing companies had adequate 
orders. 

Companies to be Struck off the Register.—The names of 
the undermentioned companies will be struck off the Register 
at the expiration of three months unless cause is shown to 
the contrary :— 

Aerophones, Ltd. 

Bennetts (Electrical Engineers), Ltd. 

Beta Light and Heating Co., Ltd. 

Hardware and Electrical Co., Ltd. 

Lacland Electric Mfg. Co., Ltd. 

Residential Wireless, Ltd. 

Shaw Electrical Transmission Co., Ltd 

Vauxhall Electrical Mfg. Co., Ltd. 

Waterloo Electric Co., Ltd. 

Wholesale Wireless Co., Ltd. 

Wireless Accessories Stores, Ltd. 

Wireless Club, Ltd. 

Wireless Supplies, Ltd. 

Anglo-American Telegraph Co., Ltd.—The report for 
1925 states that the dividends paid on the ordinary, preferred 
and deferred stocks, together with £54,141 for income tax, 
absorbed £262,500, being the rent paid by the Western Union 
Co. for the year—equal to 3} per cent. on the ordinary, 6 per 
cent. on the preferred, and 14 per cent. on the ddeuel Dod. wg 
A balance of £65,625 is available for the payment of dividends 
for the quarter ended March, 1925. Meeting, May 2lst. 

_ Aron Electricity Meter, Ltd.—a final dividend of 3 per cent. 
is being paid on the preference shares and the ordinary shares 
Age receive 6 per cent. in respect of the year ended March 

Swedish Company.—The report of the Svenska Ackumu- 
lator A.B. Jungner states that both orders and output increased 
during 1925. The net profits rose from 137,000 kr. to 201,000 kr. 
and the dividend on the ordinary shares is increased from 3 per 
cent. to 6 per cent. 

Luxemburg Company.—The Societe Luxembourgeoise pour 
Entreprises Electriques, of Luxemburg, which is closely asso- 
ciated with the Berlin A.E.G., earned net profits of 411,000 fr. 
= ae and the dividend is at the rate of 11 per cent., as in 

Holsworthy Gas and Electric Supply Co., Ltd.—At the 
company’s annual meeting a dividend of 4 per cent., the first 
dividend for 10 years, was declared. 


British Electric Traction Co., Ltd.—A final dividend of 
5 per cent. has been declared on the ordinary shares, making 
8 per cent., as against 7 per cent. for 1924. 

Western Telegraph Co., Ltd.—The directors have 


— the third quarterly dividend of 5s. per share, free 
x. 





Guernsey Electric Light and Power Co., Ltd.—After meet- 
ing debenture interest, and preference and interim ordinary 
dividends. a balance of £9,851 remains on account of the past 
year. It is am nee to transfer £3,500 to general reserve 
and £500 to employés’ benevolent fund; to pay a final dividend 
of 6 per cent. on the old ordinary shares (making 10 per cent.) 
and six months’ dividend on the new ordinary shares, and ty 
carry forward £776. ‘To meet the growing demand extensions 
costing about £80,000 are to be carried out. The first portio: 
of the work has been completed and new capital was issued to 
cover the cost (£17,500). Additional land has been acquired 
- orders have been placed for 3,000 kW of modern turb: 
plant. 


Potteries Electric Traction Co., Ltd.—The report for 1925 
shows a total revenue of £255,985. After meeting all expense 
and adding £7,715 brought forward, there remains £19,262 
Debenture and loan interest absorbs £13,752 and it has been 
decided to carry forward the balance of £5,510. Reference is 
made to excessive omnibus competition, and it is stated that 
the company’s own ‘bus services have been considerably ex- 
tended. Mr. P. M. Rossdale has been appointed to the seat on 
the board rendered vacant by the death of Mr. J. M. Fells. 


Alderley and Wilmslow Electric Supply, Ltd.—After pro- 
viding for debenture and loan interest, depreciation, &c., and 
adding £639 brought forward, the balance available from 1925 
was £3,426. It was proposed to place £1,000 to general re- 
serve, to pay a final dividend of 5 per cent., free of tax, on the 
ordinary shares, making 8 per cent., tax free, for the year, and 
to carry forward £826. 


Cuba Submarine Telegraph Co., Ltd.—Final dividend of 
5s. tax free, making 5 per cent. for the year. 








Market Quotations for Chemicals 
and Metals. 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general 
and they may vary according to quantities and other circumstances 

















: Ine, or dec. 
Price oe 
CHEMICALS, Ac. > Since 
, May 19th April 27th 
@ Acid, Oxalic ... 9... 0 ss per lb. 53d. 
a Ammoniac, Sal a £60 
a Ammonia, Muriate (large crystal) te £52 
4 Bisulphide of Carbon . oe oe oss 
a Borax ... i a ou ee as sb 
a Copper Sulphate... ae pat Ha £25 10s. 
a Potash, Chlorate .. .. «.. perlb. 4d. to 44d. 
a _,, Perchlorate a a Sad. 
a Shellac ha a as .. per cwt. £15 15s. 
a Sulphur, Commercial me £9 10s 
So fs Roll ae aie ei i £9 10s. 
a@Soda,Chlorate .. .. .. perlb. Sid. to 34d. 
a_,, Crystals ae eed -. per ton. £5 to £5 6s. 
a Sodium Bichromate, casks --- per lb. 4d. 
METALS, &c. 
b Aluminium, Ingots... : «.» perton,| £120 to £125 
b im a 1/9 to 2/6* 
b 3 ae o 1/6 to 2/- 
p Babbitt’s Metal and Anti-friction Metal— - 
radelI ... pie ons per ton net. £245 £5 dec. 
as as oe ae ee ee £171 £4 dec. 
Grade III... ae sai ase a £93 £2 deo. 
c¢ Brass (rolled metal 2’ to 12” basis) per lb. 98a. ee 
¢ . Tubes (solid drawn) - a 1134. to 1/ 
c ,, Wire, basis ... i ai a 94d. 
¢ Copper Tubes (solid drawn) es 1/03 
— Bars (best selected) .. per ton. £90 
c¢ » Sheet _— oe - £90 jam 
d_,, (Electrolytic) Bars a “a £65 10/- dec 
@ iw ee Sheets... ad £143 10s ad 
q ws e Wire Rods__,, £15 10/- dee. 
d ws * H.C. Wire per lb. 9/.d. sod. deo. 
f Ebonite Rod ... we - om om 2/3 to 2/6 one 
f » Sheet Coe ae ae 2/3 to 2/6 
na German Silver Wire sn ne 2/2 te 
f& Gutta-percha, fine... .. — ... na 8/- ian 
h India-rubber, Para fine ... dia rm 1/10 1d. dec. 
/ Iron Pig (Cleveland Warrants)... per ton. nom. int 
1 ,, Wire, galv. No. 8, P.O. qual. . £21 
g Lead, English pig ... oe on i £30 5s. oa 
g& Mercury eee ine ase «. per bot. £15 5a. 5/- ine. 
e Mica (in original cases) small ... per Ib. Bd. to 3/- ins 
e ow medium “ 4/- to &/- 
Ce ws o large ... = 10/ to 20/- & up. 
p Phosphor Bronze, plain castings in 1/34 
BP w » drawn bars & rods - 1/3 a 
P » rolled strip & sheet eo 1 one 
Pw »» Wire... ose a ri 1/35 3d. dec. 
o Platinum... ee eee, DOF OF. £23 10s. “ 
d Silicium Bronze Wire _... «+ Der lb. 1134. 3d. dec. 
r Steel, Magnet,in bars... me ‘ Tid. £10 3s. to 
a Tin, Block (English) < «. per ton. | £266 10s. to £267) £10 15s. dec. 
oa ,, Wire, Nos.1tolé ... -.» per Ib. 4/5 





*For 1 cwt. lots. Special quotations against definite specifications. 
Quotations supplied by 


a G. Boor & Co. g James & Shakespeare. 
6 The British Aluminium Co., Ltd. ht Edward Till & Co. 


c¢ Thos. Bolton & Sons, Ltd. . 
1 Richard Johnson & Nephew, Ltd. 


e Sons. 2 P. Ormiston & Sons. 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Co., Ltd. 
ph Works Co., Li ac & Son, 








a 
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Stocks and Shares. 


‘TuEsSvAY EVENING. 

ie Stock Exchange refused to believe during the General 
trike that the end of such a movement could come in any 
way except one. The only point in doubt was the length of 
ime over which the trouble could extend. ‘Throughout the 
period, people were trying to buy sound stocks and shares. 
So far from there being any desire to sell on the part of in- 
vestors, the reverse proved to be the case, and good-humoured 
disappointment was expressed by the would-be purchasers at 
their failure to find anything that was really cheap. 

As already indicated, the jobbers in the various investment 
markets were quick to notice this tendency, and they promptly 
issued lists of shares that they wanted to buy for brokers 
acting on behalf of the public. The net result, so far as Stock 
Exchange prices are concerned, is that values have suffered 
scarcely at all, and in some cases stand higher to-day than 
they did at the beginning of the trouble. Where the Stock 
Exchange has felt the blow mostly is in the loss of business 
which the uncertainty and suspense occasioned. It remains 
to be seen whether the settlement will give that impetus to 
good business which can fill the gaps caused by the attempted 
revolution. 

In the substantial rises that took place early this week, 
the Home Railway stocks assumed the lead. The Under- 
ground group, first to announce resumption of normal condi- 
tions of work, stood out well in the rally. Underground £10 
shares gained 7s. 6d., and so reverted to the price at which 
they stood just prior to the outbreak of the strike. The shilling 
shares, at lls. 6d., are 1s. 6d. higher on the fortnight, and the 
i per cent. income bonds remain at 99, from which price they 
moved but little all the time. Metropolitans are 1} up at 66, 
and Districts 14 at 53. The former yield rather over 7} per 
cent. on the money, and Districts 63 per cent. The 6 per cent. 
tax free return from Underground incomes is equivalent to 
74 or cent., taking tax at 4s. in the pound. 

Brazilian Tractions enjoyed a somewhat spectacular spurt 
to 98. ‘The shares are, of course, of dollar denomination, and 
the rise in the value of sterling to its parity point, the highest 
reached since the outbreak of war, had no effect in restraining 
the strength of the shares. United States utility issues are 
better as a whole, but the improvement has not extended to 
Mexicans. Mexican Light preferred are two points lower on 
the fortnight. Mexico Tramways fives are 1 to the good. 

Babeock & Wilcox have made a rapid recovery, being 2s. 3d. 
up at 53. ‘There would seem to be a shortage of shares in the 
inarket, although Babcocks are so strongly held as to make 
ear selling a risky operation. Johnson & Phillips at 23 are 
«x dividend. General Electrics are nearly 30s. Siemens 
hardened to 34; the new shares, 18s. paid, are better at 24s. 3d. 
Kdisons are dull at 8s., but the first debenture hardened to 
%3. Callender’s have put on half a crown at 33. Other shares 
in this group, after a display of dulness, regained their former 
gures, and are scarcely changed from the levels that ruled at 
the beginning of this month. 

Aron Meter ordinary are firm at 18s. 9d., upon declaration 
of a 6 per cent. dividend for last year, this going against 3 per 
ent. in the corresponding period, when the company paid off 
all the arrears that remained to be dealt with on the 6 per 
ent. preference shares. The price of the latter stands at 17s. 
tritish Thomson-Houston 7 per cent. preference are un- 
hanged at 23s. 6d.; the ordinary are not quoted in the Stock 
xchange lists. The company announces 2 reduction in net 
profit, but the dividend on the ordinary is the same as before, 
hough allocations to depreciation and reserve are reduced. 

riticism is directed to the general reserve being no more than 
£220,000, which looks comparatively small for a company of 
the B.T.H. magnitude. 

Charing Cross and County ordinary are better, and a few 
mall advances have occurred in the list of provincial lighting 
hares. Folkestones, for instance, firmed up to 36s. 3d. The 
ible group is featureless. Great Northerns continue to be 
juoted at 29. The report may be regarded as somewhat dis- 
ppointing. Wireless shares have a better tendency, and 
‘adio Common rose to 8}. 

British Electric Traction has jumped to 130}, showing a gain 
of 3 points. Beyond this, no alteration occurred in this parti- 
ular section. 

The rubber market holds a fair amount of firmness, although 
demand is restrained by reason of the sagging nature of the 
raw material’s price. Markets on the whole are bright and 
cheerful. It is declared that the failure of the general strike 
is a welcome bull point, as proving that this long-cherished 
threat need no longer be regarded as a weapon capable of 
paralysing industry. 

Application is invited for 8 per eent. (tax free) preference 
shares and founders’ shares in the Cambrian Electricity 
Supply Corporation, Ltd. The concern is one of the group 
associated with the Electric Light and Power Contracts 
Finance Corporation, Ltd. The directors of the Cambrian 
Electricity Supply Corporation are Maior James Brigden, 
L.. J. Waring and Capt. E. F. Hill. The solicitor is ‘* W. 
Thompson, Esq.""—we quote from the prospectus—whose 
address is 43, Cannon Street, London, E.C. The whole scheme 
is founded upon estimates, and it seems astonishing that any- 
one should deem it worth while to circulate offers of shares 
in an undertaking of this nature; anparentlv there are still 
to be found some people whose ignorance of financial matters 
can be played upon by a plausibly-worded prospectus. 


ar 


Share List of Electrical Companies. 


HoME ELECTRICITY COMPANIES. 


Dividend. Price 

Nom, ————. May 18 Riseor Yield 

£ 1924. 1925. 1926. fall. p.c. 
Bournemouth and Poole... exe 1 l4 4 55/9 - 416 0 
Brompton Ordinary ... 1 10 10 mu 6 381 
Charing Cross Ordinary ‘ 1 15 15 69 +4 Gl 2 
do. do. 44 Pref. 1 43 4h 17/- — 5 611 
Chelsea ‘ 1 12 12 2 - 600 
City of London ave . 1 15 15 4g - 611 2 
do. do. 6% Pref. ... 1 6 6 22/. -é6d. 5 9 1 
Clyde Valley... ~ ' om 1 x . Vij. - 518 6 
County of London ... 1 15 15 Si/- +1/- 6 6 2 
do. do. 6% , Pref. . 1 6 6 a. - 56 91 
Edmundson's Ordinary iol 1 7 7 aa/- -6d. 6 19 
do. % Pref. - 1 6 7 2). - 673 
Elec. Supply Corporation ... 1 10 10 ne — 630 
Kensington Ordinary 5 15 15 ii - 611 1 
Lanes. Light and Power 1 7 74 26/ - 511 1 
London Electric 1 10 10 32/- - 650 
do. do. 6% Pref. 5 6 6 @ - 5 7 
Metropolitan . : 1 ll ll 3/9 - 6 210 
do. 44% Pref. 1 4h 44 17/- - 6 511 
Midland Counties 1 5A 6 2/- - 600 
Newcastle-on-Tyne Ordinary 1 7 7 23 — 611 9 
do. 5% Pref. 1 5 5 1s/- - 6ll 1 
do. 7% Pref. 1 7 7 “4. - 516 8 
Notting Hill 6% Pref. 10 6 6 3 - 664 
North Met. Elec. 6% Pref. . 1 6 6 22/-xd— 5 9 1 
St. James’ and Pall Mall 5 174-174 we 5 8 6 
South London ... “ 1 15 15 8 l- 664 
South Metropolitan Pref. 1 7 7 25/6 5 910 
Urban Ordinary = = 1 4 7 1Axd 61 9 
do. 6 % Pref. ... 1 6 6 1 - 600 
Westminster Ordinary 1 15 15 a3 618 9 
Whitehall Elec. Invst. 1% Pref. 1 Th 67 1 +64. 710 0 
Yorkshire Elec. 1 x ~ 626 = 609 

HomE RaILs. 

Central London Ord. Assented Stock 4 4 6A 517 8 
Metropolitan * 5 5 66 +144 Thi 6 
do. District - 33 34 53 +14 612 0 

Underground Electric Ordinary 10 Nil’ Nil oh +8 Nil 

do. do. ~ A 1/- Nil Nil 1/6 +1/6 Nil 
do. do. Income Bonds 6 6 wy - 6 18 


TELEGRAPHS AND TELEPHONES. 
Dividend. 


ea, 
1923. 1924. 


Anglo-Am. Tel. Pref. Stock 6 6 1014 +4 518 8 
do. Def. - 14 1A 233 664 
Automatic Telephone 1 3 6 2% — 421 
Chili Telephone 5 6 5 64 "312 9 
Cuba Sub. Ord. 10 5 5 6 782 
Eastern Extension 10 10 10 wm C- "512 8 
Eastern Tel. Ord. Stock 10 10 1754 - ‘Mu 0 
Globe Tel. and T. Ord. 10 10 10 173 "612 8 
do. do. Pref. 10 6 6 10] 511 7 
Great Northern Tel. 10 22 20 29 — 618 0 
Indo-European 25 8h «(10 454xd *5 10 
Marconi 1 10 10 1% 8 8 6 
Marconi-Marine 1 10 7A 18/9 800 
Oriental Telephone Ord. 1 12 12 42/- 54 8 
United R. Plate Tel. 5 ~ ~ vr) i ee 
Western Telegraph . 10 10 10 174 515 1 
HOME AND FOREIGN TRAMS, &c. 
Anglo-Arg. Trams First Pref. 5 5A 5A 3; x19 6 
do. do. 2nd Pref. 5 6 6 2}! 11 3 4 
do. do. 5% Deb. Stock 5 5 734 616 3 
British Electric Traction Ord. - 6 6 1304 +3 412 4 
do. do. 6% Pref. oo 6 6 107 512 2 
Brazil Traction 100 4 5 Lal +5 5 20 
Brit. Columbia Elec. Rly. Pee. Stock 5 5 ROA 517 0 
do. do, Preferred - 96/- 96/- 1064 +1 410 4 
do. do. Deferred oe 129/5 1209/5 127 +1 6 19 
do. do. Deb. eo 44 44 y i) 5138 4 
London & Sub. Trac. 5% Pref. 1 23 Nil 6/- Nil 
London United Tram. Deb. Stock 4 4 4s = 868 
Mexico Trams, 5% Bonds 5 5 64 «0+1 715 0 
Mexican Light Common 100) =6Ni)SONNii 2, — Nil 
do. Pref. 100 SONI! Nil 73h 2 Nil 
do. Ist Bonds - 5 i 704 711 
Yorkshire (West Riding) 1 5 a “4. — 7210 
MANUFACTURING COMPANIES. 
Babcock & Wilcox . 1 12 13 2% +2/3 °S 1 4 
British Aluminium Ord. 1 5 10 2) 417 0 
British Elec. Tr nsformer Pref. 1 Nil 7 “mg — 794 
British Insulated Ord. 1 15 15 a — 416 0 
Brush Ord. 1 10 ” 39 — 7 4 
Callenders 1 Mw a +h «2817 4 
do. 64% Pref.. , 1 64 64 239 5 9 56 
Crompton Ord. 1 Nil Nil 15/- seas “aia 
Edison-Swan 7 4/- Ww 10 &/- $4. 5600 
do. 5% Deb. Stock 5 5 +4 606 
Electric Construction 1 10 10 31). 690 
Enfield Cable Pref. 1 a 67 14 600 
English Electric 1 5 Nil 15/- is “a 
do. do. Pref. 1 6 6 18/3 611 6 
Gen. Elec. Pref. 1 64 64 23/- 5183 1 
$. Ord. 1 5 vi 2/9 +94. 5 010 
Henle . , 1 6 6 es 4654 
do. "a, Pref. 5 44 4} 43 5 60 
India-Rubber . 1 5 5 22/6 “4 all 
Johnson & Phillips 1 10 8=6174 2ixd—76 678 
Met.-Vickers Ord. 1 ~ x 1, +94. 614 9 
do. Pref. 2 8 9 a — 649 
Siemens Ord. . , ‘ 1 7A 1% +94. 416 0 
Telegraph Construction 12 2 10 ah 4a78 


"Dividends paid free of Income Tax. 
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Published Specifications. 


Compiled expressly for this journal by Patent Agents. 

The name of the applicant’s patent agent, if any, will be found on the printed 
specification. 

The numbers in parentheses are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken 





1924. 


27,568. ‘* Electrical installations for railway and like vehicles.’ J. Stone 
and Co. .» Ltd., and A. E. Kennard. November 18th, 1924. (250,627.) 

28,532. ‘* Couplings for electrical wires.”” G. 5. G. Morgan. August 4th, 
1925: (250,628.) 

28,883. ‘ Electron-discharge devices.’’ Standard Telephones & Cables, Ltd. 
(forme rly Western Electric Co., Ltd.) (Western Electric Co., Inc.). December 
2nd, 1924. (250,629. 


1925. 


‘ Amplifying systems.’’ Standard Telephones & Cables, Lid. (for- 
merly Western Electric Co., Ltd.) (Western Electric Co., Inc.). January 3rd, 
1920. (200,641.) 

533. “* ‘lelephone exchange systems.’ Standard Telephones & Cables, Ltd. 
(formerly Western Electric Co., Ltd.). (G. Deakin). January 7th, 1925. 
(200), 642.) 

534. “* Telephone exchange systems.’’ Standard Telephones & Cables, Ltd. 
(formerly Western Electric Co., Led. (G. Deakin). January 7th, 1925. 
(200, 643.) 

542. *‘* Telephone exchange systems.’ Standard Telephones & Cables, Ltd. 
(formerly Western Electric Co., Ltd.) (G. Deakin). January sth, 1925. 
(250, 644.) 

828. ‘“* Selecting switches for use in telephone systems."’ Siemens and 
Halske Akt.-Ges, and F. Doring. January 10th, 1925. (250,647.) 

<_<" “Control mechanism of electric switchgear." A. Reyrolle & Co., 
Ltd., W. Anderson, and H. W. Clothier. January 4th, 1925. (250,656.) 

ry “Illuminating appliances... W. A. Dorey. January 4th, 1925. 
(250,660.) 


227. 


” 


1,270. ‘* Brush-tensioning spring for dynamo<lectric machinery.” British 
Thomson- Houston Co., Ltd., and A. A. Pollock. January 1ith, 1925. (250,665.) 
1271. *‘ Uil-immersed electric switchgear installations.” British Thomson- 


Houston Co., Ltd., H. C. Heath, E. D. Regis, and H. G. Ruddick. January 
loth, 125. (200,666.) 

1,272. * Dynamo-lectric machines. British Thomson-Houston Co., Ltd., 
and F. P. Whitaker. January 15th, 1925. (250,667.) 

1,273. ** Dynamo-electric machines.’ British Thomson-Houston Co., Ltd., 
and F, P. Whitaker. January Lith, 1925. (250,668.) 

1,301, ‘* Radio direction finders."” F. Woods. January 15th, 1925. (250,670.) 

1,371. “* Construction of plug and socket connections for electrical pur- 

poses."" G, UO. F. Lane. January 16th, 1925. (200,673.) 

as “* Telephone systems."” Automatic Telephone Manufacturing Co., Ltd. 
(Autom: atic Electric Co.). January 17th, 1920. (250,680. 

1,474. “* Battery-charging arrangements."’ Automatic Telephone Manufac- 
turing Co., Ltd. (Automatic Electric Co.). January 17th, 1925. (250,681.) 

1,709. “* Electric switchgear.” A. Reyrolle & Co., Ltd., H. W. Clothier, 
and A. Allan. January 20th, 1925. (250,686.) 

1,713. “* Electric switches particularly applicable for vehicle warning de- 
vices." F. IT. Bersey. January 20th, 1920. (250,687.) 

1,751. “ Dry batteries or batteries with a solidified electrolyte.‘’ Soc. 
Anon. ** Le Carbone.”’ February 7th, 1924. (228,872.) 

1,803. ‘* Diaphragms for loud- -speakers, telephones, gramophones, phono- 
uri ~ or any sound-reproducing machine.”” A. M. Foweraker. January 21st, 
Lio. (250,692.) 

2,1: a7 ** Telephone systems."’ Automatic Telephone Manufacturing Co., Ltd., 
J. KE. Ostline, and T. M. Edmunds. January 23rd, 1925. (250,694.) 

2,165. ** Electric switches.” F. B. Cox. January 24th, 1925. (250,696.) 

2,971. ‘* Carrier current systems."”” F. W. Le Tall (Westinghouse Electric 
ind Manufacturing Co.), February 2nd, 1925. (250,703.) 

4,493. “* Electric signalling systems employing carrier waves." Standard 
Telephones & Cables, Ltd. (formerly Western Electric Co., Ltd.) (Western 
Electric Co., Inc.), February 18th, 1925. (250,713.) 

4,726. ‘* Wireless aerials.” W. E. Durrant and K. I. Rayment. February 
20h, 1925. (200,714,) 

5,061. “ Diaphragms for sound-reproducing instruments."’ India-Rubber, 
Gutta Percha and sengage Works Co., Ltd., and W. G. Spinks. February 
24th, 1925. (250,719.) 

6,496. “* Anti-dazzle device for the headlights of motor vehicles."’ C. W 
Nesbitt and B. C. Aldous. March 10th, 1925. (250,728.) 

7,265. ‘* Electrical condensers.”’ Dubilier Condenser Co., Ltd. (in volun- 
tary liquidation) (W. Dubilier), March 18th, 1925. (250,735.) 

8,353. “* Plug and socket connectors and adaptors used in or with electrical 
circuits and apparatus."" A. P. Lundberg, G. C. Lundberg, P. A. Lundberg, 
and G. Pegg. March 28th, 1925. (Cognate application 11,144/25.) (250,741.) 

8,465. “ Induction electric motors."” D. B. Hoseason and Metropolitan- 
Vickers Electrical Co., Ltd. March 30th, 1925. (250,743.) 

8,579. “* High- freque ney electric signalling.”” E. W. Brandle and Metro- 
politan-Vickers Electrical Co., Ltd. March 3lst, 1925. (250,747.) 

8,580. “* Receivers for high- -frequency electric signals.”” W. J. Brown, 
©, R. Burch, and Metropolitan-Vickers Electrical Co., Ltd. Mz arch Sst, 1925. 
(Cognate application 14,147/25.) (250,748.) 

8,618. “Ignition systems and switches therefor." W. Hemingway, Junr. 
April 28th, Ty24. (232,939.) 

9,418. “ Joint working of combustion flames and electric ares.” G. 1. 
Southgate. May 7th, 1924. (233,674) 

11,170. ‘ Insulated weak-current flexible conductors." S. G. S. Dicker 
(Kabelfabrik Akt. -Ges.). April 29th, 1925. (250,765.) 

11,280. ‘* Rheostats.”’ Sterling Telephone & Electric Co., Ltd., and P. A. 
Tiller. April 30th, 1925. (250,766.) 

14,133. ** Illumination ‘of road signs."" S. Cooke and Automobile Associa- 
tion, Lid. May 29th, 1925. (250,783.) 

14,161. ‘ Electric motor controllers."" G. Ellison and J. Anderson. May 
29th, 1925. (250,784.) 

15,013. ‘‘ Separators for secondary batteries.’ Hart Accumulator Co., 
Ltd., and F. J. Holmes. June 9th, 1925. (250,789.) 

19,222. ‘‘ Electrical means for synchronising motors."’ Ateliers J. Carpentier. 
August 12th, 1924. (238,534.) 

20,062. ‘* Means for exciting alternating-current generators." J. W. Kirk- 
land (Allgemeine Elektricitats Ges.). August lth, 1925. (250,807.) 

20,318. ‘* Secondary batteries.” J. V. Sherrin. August 13th, 1925. (250,809.) 

20,387. “* Frequency transformers for short waves.’’ Telefunken Ges. fir 
Drahtlose Telegraphie. August 16th, 1924. (238,559.) 

20,467. ‘* Alternating-current electric generators." F. Newton. August 
lath, 1925. (250,810.) 

20,645. “‘ Wired radio on power lines.’ Wired Radio, Inc. March 12th, 
1925. (249,068.) 

21,749. ‘* Envelopes for mercury-vapour rectifiers or similar apparatus.” 
International Ge neral Electric Co., Inc. August 30th, 1924. (239,237.) 

21,851. ‘* Sound-reproducing devices.” British Thomson-Houston Co., Ltd. 
October 21st, 1924. (241,869.) 

22,042. ‘* Electrica! condensers." Dubilier Condenser Co. (1925), Ltd. Sep- 
tember 3rd, 1924. (239,525.) 

22,922. ‘“* Surgical dilators.". E. C. R. Marks (Electro-Thermal Co.). Sep- 
tember I4th, 1925. (250,820.) 


” 





293. “ Electric - ables."' Johnson & Phillips, Ltd., and C. Stewart. January 
Sth, 1926. (250,87 

1,085. ‘* Shade Patder for electric incandescent lamps.” A. W. Ryland. 
January l4th, 1926. (250, 876.) 

1,793. ‘* Automatic or semi-automatic telephone systems."’ Automatic Tele- 
phone Manufacturing Co., Ltd. (Automatic Electric Co.). .. 14th, 1925 
(Divided application on 250.342.) (250,879.) 





Contractors’ Column. 


(These particulars of new building schemes are published for the use of 
contractors and others in search of possible electrical business. Every care 
is taken by our correspondents to ensure accuracy; if alleged errors_ «re 
reported to the Editors they will be fully investigated.) 





BIRKENHEAD.—Girls’ secondary schools, Park Road South; J. A. Milest 
and Son, builders, Wallasey. 

BLAYDON.—Hospital (£48,000); Blaydon, Ryton and Whickham Hos; 
Committee. 

BOLTON.—36 houses, Lower Edge Lane, &c.; E. Howarth. 

BOSTON .—Housing scheme (44), Tattershall Road site, for the T.C.; boro 
surveyor. 

BRIGHOUSE.—4# houses, Smith House estate; E. C. Brook, architect. 

BROMLEY (Kent).—84 houses, for the R.D.C.; L. O. Wall, clerk. 

CAMBRIDGE.—Extensions, Fulbourne Asylum (£10,000), for the Committ « 
of Visitors; Mr. Francis, clerk. Extensions to Art and Craft 
Schools (£10,000), for Cambs. E.C.; the clerk. 

CHESTERFIELD.—Housing scheme (51), Old Racecourse, for T.C.; 1! 
Clayton, architect, 12, Corporation Street. 

CR: ee’ (Kent).—Housing scheme (42), for the U.D.C.; L. B. Burslem, 


lerk. 

cU bWORTH (Yorks.).—Housing scheme (300), Darfield Road site, for the 

-D.C.; surveyor. 

DUDLEY.- b+ houses; borough engineer. 

DURHAM.—Ladies’ college and 22 houses, for the Council of Durham (\ 
leges; W. T. Jones, architect. 

EAST & WEST ARDSLEY (Yorks.).—58 houses. for U.D.C. 

EASTBOURNE.—100 houses, Crumbles and Hampton Park estates; Messrs 
Underdown, Ltd. 

EDINBURGH.—Church and hall for Morningside Congregational Churc! 
(£15,000); the Minister. 

ELLERTON (Retrorp).—Schools (£20,863), for Notts. E.C.; Richmond and 
Sons, builders, Retford. 

FIFESHIRE.—Miners’ Welfare Institute at Cowdenbeath (£15,000); T. Scobs, 
architect, Dunfermline. 

GATESHEAD.—Elementary school, Carr Hill; Education Committee. 

HALIFAX.—Housing schemes (80), Booth Town and Nursery Lane; boroug! 
engineer. 

HASTINGS.—Concert hall, Pier; Hastings Pier Co., Ltd. 

HAYWARDS HEATH (Sussex).—Housing scheme (126), off New Eng 
Road, for the U.D.C.; surveyor. 

HERNE BAY.—Additiona! 50 houses, for the U.D.C.; surveyor. 

HOLSWORTHY.—Re-erection of Whitstone Head Mansion, _ electric: 
equipped, for Dr. Robert Wharry (£20,000). 

HONLEY.—Secondary school; Education Architect, County Hall, Wakefield 

HULL.—69 houses, Rensbury Street; Messrs. Backwell & Foster. 200 houses, 
East Hull site; city architect. Secondary school, West Hu 
tducation Committee. 

INVERNESS.—Housing scheme (50), for the 1.C.; burgh surveyor. 

KESWICK.—Secondary school extensions (£10,500), for Cumberland E.( 
Director ot Education, Carlisle. 

LEEDS.—34 houses, Easterby Grove, Harehills; C. H. & F. Lax. Dane 
hall, offices and showrooms, Sheepscar Street; Messrs. Gash a: 
Co. Extension, Wyther Hospital; city architect. 

LIVERPOOL.—Houses (500), for the T.C.; Walter E. Hughes, builder, 
Birkenhead, 

LONDON (Brixton).--Central School, Loughborough Park; L.C.C. arct 
tect. 

(ILrorD).—Houses (46), Ley Street, for J. W. Lohden. Houses (4), 
for P. E. Brand. Vicarage, for St. Andrew's parish; A. I’. Griggs, 
architect. High school for girls (£52,920), for bssex E.C.; W. > 
Sharpin, builder, Bow. : ] 

(Merton, 5.W.).—Secondary school, Raynes Park; Surrey Educati 
Committee. : 

(Norwoop, S.E.).—Central school, Carmac Road; L.C.C. architect 

(Porzar, E.).—Central school, Janet Street; L.C.C. architect. 

(Streatnam, S.W.).—193 houses, Vale Estate; Watts, Ltd. é 

(Toorinc, S.W.).—Central school, William Road; L.C.C. architect 

(Warrnamstow, E.).—Housing scheme (148), Higham Hill, for | 
U.D.C.; surveyor. ; . 

(Wanpswortn, S.W.).—160 tenements, East Hill; Messrs. F. ! 
Billings & Co., Ltd. 

(Wootwicn, S.E.).—Secondary school, Red Lion Lane; Patman ar 
Fotheringham, Ltd. 

MANCHESTER.—Technical school, Newton Heath; city architect. Furt 
housing scheme (3,000 houses), Withington; H. Price, city arc 
tect, Town Hall. 

MERTHYR TYDFIL.—Housing scheme (256), for the T.C.; housing ar 
tect, Town Hall. 

NEWPORT (Mon.).—Technical institute (£25,000); Director of Educati 
Monmouthshire Education Committee. 

OLLERTON.—Schools (£20,863), for Notts E.C.; Richmond & Sons, builde: 
Retford. 

ORPINGTON (Kent).—Housing scheme (39), for Bromley R.D.C.; survey 
Offices and mortuary (£13,400), for the R.D.C.; J. W. Ellingha: 
Ltd., builders, Dartford. 

OXFORD.——Extensions, Balliol College; University authorities. 

OXTED.—Secondary school (£33,500); Surrey Education Committee. 

RAWMARSH (Yorks.).—Additional 41 houses, for the U.D.C.; surveyor. 

ROTHERHAM.—Additional housing schemes (236), for the T.C.; hous! 


architect. - 

SALFORD.—Two public libraries; borough engineer. 

ST. HELENS.—Housing scheme (80), Broad Oak Road, Allanson Street 
Gower Street; A. W. Bradley, borough and water engineer, Towr 
Hall. 


SELBY.—Hospital; S. Brabbs, secretary, James Street. 

SHEFFIELD.—14 houses, reconstruction schemes; city architect. 122 houses 
Manor estate; Messrs. J. W. S. Randall, Ltd. 30 houses, Huntle: 
Road; Mr. J. Ramsden. 

SKEGNESS.—Convalescent home (£60,000), for the Derbyshire Miners’ Ass 
ciation; the secretary. 

SMETHWIC vd (BirMING uam).—Housing scheme (206), Slatchhouse estate, for 

r.C.; borough surveyor. 

STOKE.— Bang Fletcher site; city enginecr. 

SUTTON.—Secondary school (£46,500); Surrey Education Committee. 

TAMWORTH.—Housing scheme (40), Wigginton Road site; borough sur 


veyor. . 

WARMINSTER Housing scheme (46), for the U.D.C.; W. W. Snailum 
architect, Trowbridge. 

WELWYN GARDEN CITY (Herts.).—Houses (78), for the Welwyn Public 
Utility Society. Houses (72), for the Moat Wood Housing Co 
Houses (40), for the County Homes Co. 

WENTNOR.—School, for Salop E.C.; education architect, 1, College Hill, 
Shrewsbury. 

w er cieune (54), for the R.D.C.; Border Engineering Co., 


Ww HITWoOD W(VoeRS.) Additonal 4 houses, Three Lane Ends, for the 
; R. A. Easdale & Son, architects. 
w nornen ceseieaien scheme (30), for the U.D.C.; F. T. Moss, sur- 
veyor, Borough Green. 
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